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SUCCESSFUL PROGRAM 
EXPANSION 


maintain its leading position the 
field electromedical and X-ray equip- 
ment, and meet the challenge the 
rapidly growing science medical 
electronics, X-Ray and Radium Limited 
has again expanded its facilities and 
services. 


new head office and service centre 
has been opened Don Mills, Ontario, 
culminating extensive three-year 
program expansion, which includes 
new plants Montreal and Vancouver. 
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j 
the 1400 DON MILLS ROAD, DON MILLS, ONTARIO 


Diplomas were presented twenty-three 
young women who were candidates for Regis- 
tered Radiological Technicians’ examinations set 
May and November this year. 


The exercises took place the Macdonald 
Hotel. Following banquet supper the guest 
speaker, Dr. Conroy, addressed the 


graduates and guests. toast the Radiolo- 
___ALBERTA DIVISION, gists was proposed Shirley Burch, with Dr. 
Hall replying. Valedictorian was Miss 
BUREAU Marion Falconer, and Dr. Hyndman pro- 
540 posed toast the graduating class. True 
Edmonton, Alberta tradition, Dr. Mallett presented the gradu- 
Radiologists and Technicians are ates with their diplomas. 


invited use this service. 


Three awards were presented the class: 


EDMONTON SOCIETY HONOURS Gold Medal Award and cash voucher, presented 
GRADUATES the Edmonton Chapter the 


Saturday, April 1961 student having highest academic standing, the 


EDMONTON GRADUATION CLASS, APRIL 2ist, 1961 


Front Row, Left t> Right: Eleanor Hillaby, Donna Stevens, Linda Cook, Patrici lus, Stella 


Middle Row, Left Right: Marnie Donna Bell, Marion Falconer, Claudette Bachand, Marlene 
Brown, Gladys Fink. 


Back Row, Left Right: Laurel Bakken, Sharon Collins, Myriam Anctil, Jackie Graves, Annette Begin, 
Armande LaRue. 


Absent are: Mrs. H. Marshall, Pauline Fediow and Verna Stoetzel. 
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NEW ANSCO DURA-SPEED SCREENS! last, you can 
vork either high low KVP’s with significant increases 
speed! And new Ansco Dura-Speed Screens make this 
Never before has screen combined all the 
venefits durability, static resistance, consistent quality, 
better screen-film contact for maxi- 
image quality. 


ANSCO DURA-D SCREENS! 
Screens actually have solved the 


X-ray problem combining speed 


NEW INTENSIFYING SCREENS 


Static Resistant 


and ultra-fine And Ansco Dura-D Screens also 
give you all the benefits and outstanding characteristics 
inherent all Ansco X-ray Products. 

Improve quality, switch Ansco Non-Pitting Intensifying 
Screens to-day. 


For further information, call write: 
Ansco X-Ray Department, Ansco 
Canada Limited, 1450 Queensway, 


Toronto, Manufacturer World Famous 


ray High-Speed X-ray Film. 


YING 
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recipient which was Eleanor Hillaby from 
the Royal Alexandra Hospital. The other two 
awards were engraved cups first and second 
prizes for theses written each the candi- 
dates, first honours going Pauline Fediow 
from the Cancer Clinic for her thesis ‘Treat- 
ment With Radioactive Gold Grains.” The 
second prize cup went Armande LaRue from 
the General Hospital for her thesis “The 
Unseen Enemy,” with honourable mentions 
going Marion Falconer from the Royal 
Alexandra Hospital, who wrote “The Evolu- 
tion Training for Radiological Technicians,” 
and Jackie Graves from the University Hos- 
pital for her thesis “Cine Radiography the 
X-Ray Department.” Cathy Galus was chosen 
best all-round student regards class 
marks, class attendance and participation 
E.S.R.T. functions. award, the E.S.R.T. 
sponsoring trip the C.S.R.T. Convention 
held Montreal this summer. 


Following the speeches 
photos were taken the graduating class. 
Then the band struck the music and dance 
held their honour was very much enjoyed 
the graduates, escorts, mothers and fathers, and 
friends. 


Due thanks Miss Peggy Campbell, 
banquet convenor, and her committee members 
for their unlimited patience and efforts. 


The twenty-two graduates radiography are: 

Myriam Anctil, Claudette Bachand, Laurel 
Bakken, Nina Ball, Annette Begin, Donna Bell, 
Marlene Brown, Sharon 
Collins, Linda Cook, Marion Falconer, Gladys 
Fink, Cathy Galus, Jackie Graves, Eleanor 
Hillaby, Armande LaRue, Marnie Macgregor, 
Mrs. Marshall, Elaine McKay, Patricia 
Starko, Donna Stevens, Verna Stoetzel, and 
Miss Pauline Fediow, who graduate 
Radiotherapy. 


EDMONTON BRANCH 


The Edmonton Branch C.S.R.T. held their 
March meeting the 6th Misericordia Hos- 
pital, with Vice-President Bob Driscol presiding. 
The roll call included fifty-five members. 

The business meeting was relatively short. 
Plans for the Class Graduation were discussed 
and tickets were distributed among the various 
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departments. The graduation exercises are 
held the Macdonald Hotel, April 22nd. 
The preceding evening parent-student tea 
held the Airlines Hotel the Alberta 
Room. 


The meeting ended with two very interesting 
films, “That They May Live” and “New 
Frontiers Medicine.” 


Lunch was served the technicians from 
the Cancer Clinic. 


The April meeting was held the Miseri- 
cordia Hospital with fifty-four members present. 
This being the second last meeting the year, 
committee reports were heard. 


The successful November candidates were 
presented with their diplomas and R.T. pins 
Mr. Frank Calloway. 


The Executive presented list nominecs 
for the new term officers. These were put 
vote and accepted the floor. The official 
installation these members will take place 
the May meeting. 


Discussion regarding the C.S.R.T. Convention 
held Montreal envisioned the possibility 
sponsoring second-year student represent 
the E.S.R.T. Solicitation will made the 
Education Committee and the Executive. 


The meeting was adjourned President Ken 
Noden. Lunch was served technicians from 
Drs. Mallett and Mason’s office. 


—DOREEN CALDWELL, R.T.(T.), 
Focal Spot Representative, 


CALGARY BRANCH 


One the lecture rooms the Calgary 
General Hospital was the location for the March 
meeting our society. movie was shown 
“Hazards Dental Radiography.’ This film 
was shown conjunction with the dental assist- 
ants the city. business meeting followed. 
The X-Ray Staff the Hospital served 
delicious lunch. 

The May meeting the society was held 
the Cancer Clinic. Speaker for the evening was 
Dr. Lawrence, who gave most interesting talk 
The business meeting fol- 
lowed which time final plans for the Annual 
Dinner and Dance honouring the Graduates 
were discussed. This affair will held June 
3rd. Graduating ceremonies will held the 
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NOW, for the 
first time, 


film eliminates 


time-consuming 
corner-cutting 


expensive and 
space-consuming 
corner-cutting 
equipment 


intensifying screen 
damage from sharp 
film corners during 
loading and unloading 
cassettes. 


*Available only in factory-sealed Thrift- 
Pak, consisting of individually packaged 
100-sheet boxes of Non-Interieaved Film. 
These boxes can kept limited dark- 
room space resulting fewer trips the 
storeroom. 


This streamlined 


increases 


the speed your X-ray 
operation 


the efficiency your 
department 


the life-span your 
screens 


Moreover, Pre-Cornered 
Film from Pont ideally 
suited for automatic proc- 
essors permits stacking 
films for each examina- 
tion films leave processor 
rather than stacking size 
for corner-cutting. 


Capitalize now this major improvement X-ray technology. 


For more information write: 


PONT CANADA LTD. 
PHOTO PRODUCTS, Eglinton Ave. East, Toronto 


from Pont 
offers you number 
unprecedented advantages 


CANADA 


Better Things for Better Living 
through Chemistry 


PRODUCTS 


PRE-CORNERED MEDICAL X-RAY FILM* 
| 


clean... 
cost less...last longer! 


G-E glass-fiber tanks for x-ray processing 


JUST MINUTE that’s all takes 
put, keep, G-E glass-fiber x-ray 
processing tank tip-top condition. 
need spend time and elbow grease 
rubbing and polishing remove dried 
chemicals spots. The smooth, nonporous 
surface immune rust and corrosion. 
This tank won’t warp buckle from hot 
water. Basic cost less than stainless steel 
... additional savings come from “pack- 
aged plumbing” which greatly reduces the 
cost installation. 

All these built-in benefits are available 
from G.E. wide selection tank sizes 
and types. Your choice insulated and 
noninsulated models, 30” and 48” lengths, 


with without pass hood, single compart- 
ment either size, two- and three-com- 
partment models the 48” size. 


FULL LINE INCLUDES STAINLESS STEEL 


give you the widest possible choice 
General Electric master and pass tanks are 
also available durable stainless steel. 
See your G-E representative for the details. 
write X-Ray Department, General 
Electric Company, Milwaukee Wiscon- 
sin, for Pub. HH-56 


GENERAL ELECTRIC 


| 
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afternoon o’clock the Chapel the Cal- 
gary General Hospital. reception will held 
the lounge following the ceremonies. 6.30 
the Glencoe Club the banquet and dance 
will held. All members the society and 
friends are invited attend. 


—MARG. DUTHIE, 
Secretary-Treasurer. 


LETHBRIDGE BRANCH 


Since last reporting the L.S.R.T. held their 
monthly meetings St. Michael’s Hospital. 
Plans are progressing favourably for the Provin- 
cial Convention held September, with 
lot hard work being done the appointed 
committees. Dr. Marshall, Radiologist the 
Lethbridge Municipal Hospital, showed films 
interest the final business meeting the 
season. barbecue planned round out the 
season’s activities. Hope see many 
possible the convention September. 


—(MRS.) AUDREY FOX, 
Focal Spot Representative. 


NEW BRUNSWICK SOCIETY 
RADIOLOGICAL TECHNICIANS 


March 1961, general meeting 
the N.B.S.X.T. was held the Victoria Public 
Hospital Fredericton, N.B. Mr. Darrell 
Liston presided. 


The main item the agenda was the annual 
meeting and refresher course. was announced 
that the refresher course instructor would 
Sister Mary Evelyn, Ph.D., the Science De- 
partment, Mount Saint Vincent College 
Halifax, N.S. Further plans for the three day 
meeting were then discussed with the Education 
and Programme Committees, Details plan- 
ning were left the hands Mr. Paul Fuller, 
Chairman the Programme Committee. The 
Education Committee will handle the exhibit 
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competition, and was decided set mini- 
mum standard for the exhibits, below which 
award would given. hoped that this 
will guarantee awards being given only for work 
high quality. The Education Committee 
also planning short discussion period for 
instructors during the refresher course. re- 
port was also given the Entertainment 
Committee, but their plans are not yet finalized. 


The programme for the meeting was presented 
the student technicians the Victoria Pub- 
lic Hospital and their topic was “Sterile 
Technic.” Refreshments were served the 
staff following adjournment. 


TWENTY-FIRST ANNUAL MEETING 
AND REFRESHER COURSE 
April 27th, 28th and 29th saw three-day re- 
fresher course again sponsored the New 
Bruswick Division, C.S.R.T., and held the 
Provincial Laboratory, Saint John, N.B. 


Our instructor this year was Sister Mary 
Evelyn, Ph.D., the Science Faculty, Mount 
Saint Vincent College Halifax, N.S. Her 
course was entitled “Basic 
Physics,” and this was given three sessions, 
one each morning. The lectures were illustrated 
slides and movies. All who were able 
attend found something add 
knowledge Physics. 


The afternoons were devoted the presenta- 
tion papers. the first afternoon, greetings 
were extended Dr. Stevenson, and the 
response was given Laura Bursey. Follow- 
ing this, Darrell Liston gave his presidential 
address. Five papers were then given— 
“Myelography” Jeanette Dickson, student; 
“Radiography the Calcis,” Catherine 
Williams, also student. Dr. Flood then 
spoke about “Image Intensification.” Fol- 
lowing this, paper entitled “Meeting the Re- 
quirements the C.A.R. Approved Schools 
Radiological Technology” was presented 
Shirlee Coleman, R.T. LeBlanc, 
student, told the “Qualities Good 
Technician.” The first afternoon was brought 
close humorous note when paper 
entitled “Hi Tension!” was given Douglas 
Tompkins. 


“The Wrist Joint—Its Anatomy, Radiography 
and Pathology Fracture” was the title 
paper delivered three students, Brenda 
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NOW.. 
high speed with high definition 


new and superior intensifying screen! 


ILFORD FAST 
TUNGSTATE SCREENS 


These new screens achieve combination qualities never before 
wailable. They are the result over years Ilford 

aperience manufacturing high quality intensifying screens. 
Ilford Fast Tungstate Screens offer: 


Speed. Twice the speed 


Definition. Due unusually fine grain 
definition higher tham that 
Many screens with half the 


FAST 
TUNGSTATE SCREENS 


mace 4 


on 


Static Resistance. specially 
pounded coating dramatically 
the incidence static induced un- 
loading cassettes. 


Durability. The useful life these 
screens has been substantially extended 
their tough stain- and abrasion- 
resistant surface. 


then ordering intensifying screens, specify Ilford Fast Tungstate. They will solve your screen 
roblems completely. Get all the facts from your dealer contact 
Representative Booth Company Limited, Mercer St., Toronto 2B, Ontario. 
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Fowler, Carolyn Hocquard and Sondra Stevens. 
This began the second technical session, chaired 
Shirlee Coleman, R.T., and was followed 
“Radioactive Isotopes” Dr. Caskey. 
Lois Richards, student, presented “Radiography 
Aid Diagnosis.” Miss Audrey Magee 
delivered the last technical paper the after- 
which Sister Edmund Campion was the chair- 
man, occupied the next hour. This was pro- 
ject the Education Committee get together 
those involved the training technicians for 
the purpose discussing some the problems 
which arise the training schools. 

That evening there was bowling, table tennis, 
etc., for those attending the meeting, and this 
was followed “Dangerous Dan McGrew,” 
skit hilariously performed the radiologists 
and male technicians. all enjoyed this ever 
much, well the action that followed! 
fact, this was perhaps the high point the three 
days. Refreshments were served later, bringing 
the social evening close. 

Mrs. Trudy Woodhouse, R.T., was the chair- 
man for the third technical session which opened 
with “Pnemoencephalography,” Sharon 
Liston and Marina Reid. Kenneth Russell gave 
the next paper, entitled “Solarization,” and this 
was followed talk “X-Rays General” 
another student, Barbara Rolls. 


The remainder the afternoon was taken 
with the annual business meeting. Reports 
the various committees were heard, all which 
proved that successful year for our Society 
was drawing aclose. The election officers 
brought the following results: 


President—Mr. Darrel Liston (re-elected). 
Secretary—Miss Ruth Duffey. 
Vice-President—Miss Ellen O’Brien. 
Treasurer—Miss Patricia Logan (re-elected). 
Additional Member—Miss Arlene Webster. 
Committee chairmen are follows: 
Education Committee—Mrs, Shirlee Coleman. 
Programme Committee—Mr. James Williams. 
Resolutions Committee—Mr. Paul Fuller. 
Focal Spot Douglas Tomp- 
kins. 
Following reception, the Annual Banquet 
was held the Admiral Beatty Hotel. Our 


very interesting and amusing guest speaker was 
Dr. Jewett, Fredericton, N.B. Dr. 
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Petrie awarded prizes for the exhibit compe- 
tition. They went Mrs. Trudy Woodhouse 
for the R.T. section, and awards the student 
section were won Catherine Williams (first 
prize) and Kenneth Russell (second prize). 
would like extend our congratulations all 
those who had entries the exhibit competition, 
because they were all high quality, but par- 
ticularly would congratulate the winers, 
theirs were excellent! 


dance brought very full three days 
end for this year. hoped that the interest 
and effort our members will continue make 
this annual meeting and refresher course pos- 
sible and beneficial all. 


—RUTH DUFFEY, R.T. 
Focal Spot Representative. 


BRITISH COLUMBIA DIVISION 


PLACEMENT BUREAU 
MISS ROGERS, R.T. 
1726 West Broadway 


Vancouver, B.C. 
Radiologists and Technicians are 
invited use this service. 


ELEVENTH ANNUAL MEETING 


mid-April the Eleventh Annual General 
Meeting the B.C. Division the C.S.R.T. 
was held the Georgia Hotel Vancouver. 
The Division returned the springtime for 
their annual meeting finding this time more 
convenient many ways than the fall. 


The executive and delegates met separate 
pre-convention meetings Friday night. This 
procedure instigated the Qualicum conven- 
tion last year again proved most successful. 


The annual meeting, very ably chaired 
our president, Mr. Logan, commenced Sat- 
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with 
new stain resistant aluminized screens 


Radelin’s new tougher screen surface provides outstanding abra- 
sion resistance and maximum protection against developer and 
fixer stains. Such stains can cleaned from Radelin’s screens, 
well beyond that point which heretofore would require screen 
replacement. 


Radelin STAIN RESISTANT screens incorporate the exclusive pat- 
Aluminized back coat which absorbs high static poten- 
tials, thereby minimizing static discharges. Static free radiographs 
are virtually assured. 

Radelin STAIN RESISTANT screens will not chip peel since 
the protective coat bonded the phosphor. 

Radelin STAIN RESISTANT screens are specially designed pro- 


duce the resiliency and cushion effect required for proper con- 
tact and better radiographic performance. 


IMPORTANT: Radelin offers greater durability and longer screen 
life change cost. Prices established February 1957 are 


still effect per cent saving. 
*PATENT NUMBER 2,904,689 


RADELIN LTD. 


106 LAKESHORE ROAD EAST PORT CREDIT, ONTARIO 
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urday morning. Following welcoming addresses 
special general meeting was called deal 
with the revised B.C. Division Constitution and 
By-Laws. The committee had been very busy 
and have now presented with much more 
up-to-date book rules. Revisions were dis- 
cussed and put vote. 


Following this important business the annual 
meeting commenced. The majority the 
committee reports were published and copy 
was presented all members present. This 
procedure speeded business hand. 


resolution was passed instituting enrol- 
ment fee for students entering training. This 
fee set the Board Directors and 
portion the fee used for student 
expenses (example—graduation). 


most enjoyable luncheon followed the 
morning business session. Our speaker, Mr. 
McLean, handwriting fame, gave 
most entertaining half hour which time 
discovered has other interests including 
magic and telepathy. talk, “never give 
up” pertained mainly handwriting and how 
one must always try write legibly. For 
example, the Main Post Office Ottawa 
last year 1,068,359 pieces first class mail 
were undeliverable mainly due 
tinguishable addresses. 


The afternoon scientific session opened with 
Mr. Smith acting chairman. 


Dr. Sadler, Director Radiotherapy, Royal 


Columbian commenced with 
illustrated talk “Therapeutic Roentgenology 
the Private Office and General Hospital.” 
This made interesting item for our meeting 
which often dominated radiography. 


Dr. Simpson, Assistant Director, Dept. 
Anesthesiology, Shaughnessy Hospital, gave 
important talk the direct mouth 
method resuscitation. were shown 
coloured film entitled “That They May Live”, 
which was illustrated how this method 
saved several lives. felt that everyone 
should see this film and have idea how 
this simple method can effectually applied 
emergency. 

Following coffee break, Mr. Locke, 
Q.C., spoke “Medico-Legal Hazards 
Confronting the Radiological Technician” 

topic most interest and importance all 
us. 
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After pleasant social hour, our outgoing 
president, Mr. Logan, presided the annual 
banquet. Following tasty repast our president 
introduced the head table. 


Mr. Olafson, convention chairman, was 
presented with pair C.S.R.T. cuff links 
appreciation the efforts made make 
this such successful event. His wife, Mrs. 
Olafson, received lovely corsage. 


Mr. Stirling was then given his gift 
from the Joint Council Technical Training 
long last. Also received picture which 
was the Dominion Convention Edmonton 
last year. Mr. Stirling gave very amusing 
and apt reply receiving this rather delayed 
presentation. 

Our speaker was Dr. John Balfour, Associate 
Professor Surgery the U.B.C., and 
member the Professional Sub-Committee 
Metropolitan Planning Committee. talk 
hospital planning was most informative and 
gave insight into the many problems 
modern day trends hospitalization, costs, 
etc. For example stated that costs ad- 
ministration B.C. are: 

Labour—70% budget. 

All others—30% budget. 


This example shows the difficulty saying 
“no” large group with the result that the 
purchase some highly desirable but special- 
ized equipment may held back. Dr. Balfour 
predicted that the hospital the future will 
central unit with acute beds and diagnostic 
equipment with motels around these. The 
latter will house patients preparing for surgery, 
having daily treatments, etc., but not need 
hospital bed. 

Following this very interesting talk the 
Dupont awards were presented Mr. 
Lockwood and Mr. Stanley. Winners were: 


Mrs. Moore, R.T., Parksville, “Com- 
plete View the Lower End the Fibula.” 

Miss Spong, New Westminster, 
“Views ‘Egg-Shell’ Gall-Bladder.” 

Mr. Gaertson, Student, New Westminster, 
“The Darkroom and Darkroom Processing.” 

President Mr. Logan then installed the new 
officers: 

President—Mr. 
Alberni. 

Vice-President—Miss Mary MacMillan, 

R.N., R.T., Vancouver. 


Lockwood, R.T., Port 
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X-RAY FILMS 


Have been used successfully Canadian hospitals, clinics, and radiologists 
private practice. Always aware the increasing skills the profession, Gevaert 
have consistently produced Films compatible with the demands and tech- 
niques required. 


NOW AVAILABLE CANADA THE 


GEVAERT CURIX 
ECONOPAC 


Designed primarily for the economy storage space and the convenience 
the radiographer, but coincidentally delivering substantial economy dollars and 


Each Econopac contains four light, air and moisture proof packages 
interleaved sheets Curix X-Ray films for total 300 sheets film each 
Econopac the following sizes. 


8x10 
10x12 


14x17 
STANDARD PACKS GEVAERT CURIX, CURIX RAPID AND 
OSRAY X-RAY FILMS ARE STILL AVAILABLE FROM 


Please Note the New Address 


UNITED ELECTRIC X-RAY CO. LIMITED 


345 ADELAIDE ST. WEST TORONTO 2B, ONTARIO 
Distributors Gevaert X-Ray Films Across Canada 


FOR INFORMATION ALL GEVAERT PRODUCTS WRITE 


PHOTO IMPORTING AGENCIES LIMITED 


Sole agents for the distribution GEV AERT sensitized materials Canada 
345 ADELAIDE ST. WEST TORONTO 2B, ONTARIO 
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STANDING COMMITTEES 


Committee Qualifications 


CHAIRMAN 


DR. JEAN 
3465 Céte des Neiges Rd., Suite Montreal, P.Q 


DR. McPHILLIPS 
General Hospital, St. Catharines, Ont. 
BI-LINGUAL MEMBER THERAPY MEMBER 
DR. YVAN METHOT 


Hopital Notre-Dame, 1560 Sherbrooke 
Montreal 24, P.Q. 


TECHNICIAN MEMBERS 
MISS MACBEAN, R.N., R.T. 
2370 Palmerston Ave., West Vancouver, B.C. 
MR. ANTHONY R.T. 
General Hospital, St. Catharines, Ont. 


All correspondence for Committee Qualifications 
addressed to Secretary 
REV. SISTER JUDITH MARIE, R.T. 
3175 St. Catherine Rd. 
Montreal, P.Q. 


JOINT COUNCIL TECHNICAL 
TRAINING (C.A.R.-C.S.R.T.) 


Committee Technical Training 


(C.A.R.) 


HONORARY CHAIRMAN 
E. A. Petrie, M.D. 

St. Joseph’s Hospital, Saint John, N.B. 
CHAIRMAN AND CHAIRMAN COUNCIL 
STAPLETON, M.D. 

250 Main Street East, Hamilton, Ont. 
MEMBERS 
STEVENSON, M.D. 

1541 West Broadway, Vancouver, B.C. 
WOLLIN, M.D. 

Calgary General Hespital, Calgary, Alta. 
SPENCER, M.D. 
University Hospital, Saskatoon, Sask. 


PIERRE JEAN, M.D. 
3465 Cote Neiges, Montreal, P.Q. 


GILL, M.D. 
Radium Institute, 4120 Ontario St. Montreal, P.Q. 


LODER, M.D. 
General Hospital, Belleville, Ont. 


WALTON, M.D. 
Winnipeg General Hospital 


W. L. ORR, M.D. (R.C.A.F.) 
Canadian Forces Hospital, Ottawa 


W. M. LITTLE, M.D. (R.C.N.) 
Canadian Forces Hospital, Halifax, N.S. 
CHAIRMAN 


Committee Technical Training 


(C.S.R.T.) 


WM. DOERN, R.T. 
366 Brock Street, Winnipeg, Man. 
MEMBERS 
MISS MACBEAN, R.N., R.T. 

2370 Palmerston Avenue, West Vanccuver, B.C. 
MR. WILKINSON, B.Sc., R.T. 
4377 Grand Blvd., Apt. 36, Montreal 

MR. NOEL, R.T. 
Melwood Ave., Armdale, N.S. 
SECRETARY COUNCIL 


MISS PLOWMAN, S.R.N., M.S.R., R.T. 
Princess Margaret Hospital, 
500 Sherbourne Street, Toronto, Ont. 


158 


Resolutions Committee 


MISS PURDY, R.T. (Chairman) 
303 Taylor St. W. Saskatoon, Sask. 
MISS AMOS, R.T. 

St. Joseph’s Hospital, Saint John, N.B. 
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SURFACE MARKINGS ROENTGENOGRAPHY THE 
ACCESSORY NASAL SINUSES 


1908 described the projec- 
tion the skull which still bears his 
name. Caldwell stated that this view 
gave excellent detail the frontal and 
ethmoid sinuses, well clear defini- 
tion the orbits. For his projection, 
Caldwell indicated that the superior 
margins the petrous portions the 
temporal bones must superimposed 
the inferior bony margins the orbits. 


1915 Walters? described modifica- 
tion the Caldwell position which 
demonstrated the maxillary sinuses 
great advantage. Waters stated that the 
superior margins the petrous portions 
the temporal bones must projected 
the most posterior-inferior aspect 
the maxillary sinuses, these were 
demonstrated with optimum detail. 


Experienced radiological technicians 
are able produce satisfactory Caldwell 
and Waters views the great majority 
cases the first attempt. Discussion 
with these technicians discloses that each 
has developed method which for him 
successful. 


*From the Department of Radiology, Kingston General 
Hospital, Kingston, Ontario. 
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surface markings which one can 
standardize positioning patients for 
these sinus views are common use. 
occurred that such markings would 
great advantage. These advantages 
may enumerated follows: 


teaching technical students, correlation 
surface markings with underlying bony 
structures which can demonstrated 
them skull the classroom, makes 
the procedure much more objective and 
leads greater understanding the 
underlying principles. 


Students and junior technicians would 
able produce satisfactory sinus views 
the first attempt surface markings 
could applied each patient, along 
which projection the principal ray 
would guarantee super-imposition 
shadows necessary points. 


There would almost certainly great 
improvement sinus technique through- 
out any department where the application 
reliable surface markings was general 
use. 


the surface markings were left the 
patient until the films were seen, would 
simple matter correct any view 
simply changing the position the 
patient’s head (slight flexion extension) 
indicated. 
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Anatomy 


important the petrous portion 
the temporal bone roentgenography 
the accessory nasal sinuses, that short 
description its position and anatomy 
essential. The temporal bone very 
complicated structure divided into four 
parts. The most complicated these 


the petrous portion (Fig. 1). This 


FIGURE 


Two temporal bones from the same skull. 

Petrous portions (seen from behind). 

Superior angle of each (R) represents highest border 
when patient upright. Porus acousticus (internal open- 
ing of internal auditory meatus) at P; note its sharp, 
well-defined lateral margin. 


triangular structure which extends into 
the base the skull from the region 
the external auditory canal and mastoid 
process, forward and medially angle 
degrees both the coronal and 
sagittal planes. Its tip apex extends 
the body the sphenoid bone. 
triangular, matter from which aspect 
viewed. Its base described rest- 
ing the inner table the skull where 
surrounds the middle ear cavity and 
mastoid antrum. Its anterior surface 
forms the posterior wall the middle 
cranial fossa. Its posterior wall forms 
the anterior boundary the posterior 
cranial fossa. Opening onto the posterior 
wall the internal auditory meatus. 
This conducts the seventh and eighth 
cranial nerves from the temporal bone 
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patient upright. 

the brain. Its orifice called the porus 
acousticus. The inferior surface the 
petrous portion horizontal with the 


particular importance the radio- 
logical technician the sharp boundary 
between the anterior and posterior sur- 
faces the petrous portion. This 
called the superior angle. the sum- 
mit highest point the petrous portion 
with the patient sitting upright. 
commonly referred the petrous 
ridge, and this term will used from 
time time. this ridge summit 
which must projected the floor 
the orbit the floor the maxillary 
antrum order obtain correct Caldwell 
Waters views. 


There are two temporal bones the 
skull, one either side, and hence two 
petrous portions which lie the base 
the skull and serve the boundary 
between the middle and posterior cranial 
fossae. Thus, the description above 
one must keep mind that plural termi- 
nology would perhaps have been more 
accurate. 


Investigative Procedures 


One cannot detail here the entire inves- 
tigative procedures which were carried 
out order determine suitable surface 
landmarks. There were, however, four 
objectives, viz: The surface marking 
for the superior angle ridge the 
petrous portion the temporal bone. 
The surface marking for the root the 
third molar tooth the upper jaw (indi- 
cating the posterior inferior aspect the 
maxillary sinus). The tolerance the 
method, i.e., how far out could the mark- 
ers and still obtain satisfactory 
correct roentgenograms. Comparison 
between the effectiveness the surface 
marking for the third molar tooth and the 
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LEGEND FOR PLATE (Use magnifying glass) 


__ In all figures in Plate 1, T = tragus of external ear; R = superior angle cf petrous portion of temporal bone 
(ridge); O = inferior margin of orbit; M = root of third molar tooth in maxilla; L = outer corner of mouth; 
<r = talse position of petrous ridge placed at the maximum distance from true position (R) if an acceptable Waters 


view obtained (about mm.). 
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outer corner the mouth producing 


correct Waters views. Many technicians 


have been using the outer corner the 
mouth one landmark through which 
the principal ray was aligned with satis- 
factory results. this proved good 
the third molar tooth, then pre- 
ferred since more easily found. 


The site the surface marking for 
the petrous ridge was the most difficult 
determine. was early discovered 
that bore relationship the contour 
the skull the length the skull. 
Furthermore, some petrous portions con- 
tained air cells and hence were larger than 
others which contained air cells. 
placing small metallic markers the 
tragus patients reporting for skull 
roentgenography and analysing the sub- 
sequent roentgenogram demonstrated 
Plate (a) and (b), triangle was 
constructed which gave the approximate 
site the petrous ridge. Further 
analysis led slight reduction the 
base the triangle. The triangle finally 
accepted giving the closest approxima- 
tion the position the petrous ridge 
shown Plate 1(c). The only essen- 
tials the triangle are that the distance 
R-T (from ridge tragus) cms. 
and the angle subtended the two 
limbs the triangle 115 degrees. 
Since the tragus corresponds the 
external auditory canal, the line extend- 
ing from the tragus the inferior bony 
base-line. Plate 1(f) shows the triangle 
applied the side patient with small 
metallic markers corresponding posi- 
tions. The metallic marker the floor 
the orbit placed palpation. 
does not matter the cm. side the 
triangle happens extend beyond the 
floor the orbit. 


166 


WOLLIN 


find surface marking corre- 
sponding the position the root 
the third molar tooth, this tooth 
absent, its approximate position the 
upper jaw, one must look the lateral 
aspect articulated skull. will 
noted that the root the third molar 
tooth the coronal plane the an- 
terior margin the coronoid process 
the mandible, and that lies just below 
the inferior surface the zygomatic arch 
(Plate 1(e)). With the jaw slightly open 
that the muscles mastication are 
relaxed, the index finger can palpate this 
recess between the two bony margins just 
described. One must exert slight pres- 
sure attain the highest and most 
posterior position possible with the point 
the finger. the finger removed, 
slight indentation will remain the 
skin this point. small metallic mark- 
should placed here (Plate (f)). 
Experimentation with this marker 
demonstrated that the ma- 
jority cases was correctly placed, 
the postero-inferior aspect the 
maxillary sinus. There was tendency 
for lie slightly below and anteriorly, 
but this was compensated for most 
cases the fact that the maxillary 
antrum extended down into the alveolar 
margin the maxilla some degree, 
Plate 1(h). 


order test the tolerance the 
method, i.e., how far above the true posi- 
tion the petrous ridge marker could 
placed conversely how far below, 
and still obtain satisfactory Caldwell and 
Waters views, experimentation was car- 
ried out placing the markers the 
petrous ridge, slightly above and slightly 
below (Plate 1(d) and (e)). Caldwell 
and Waters views were made with the 
marker correct and incorrect positions, 
and the resultant views compared. This 
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CALDWELL 


WATERS 


WATERS VIEW 


LEGEND FOR PLATE (Use magnifying glass) 
In each instance the patient faces the roentgenogram corresponding to the position assumed when the exposure 
was made. 

Each pair of figures are identified Aa, Bb, Cc, etc. 

Straight black line indicates direction principal ray for each exposure. 


Refer to Plate 1 for designation of 
applicable surface markings. 
Note position of R in each projection. : 
_ Indicators are—A = maxillary sinuses; upper arrows in F indicate anterior and posterior walls of the frontal 
sinuses. 
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comparison demonstrated that the 
marker was more than mms. above 
below the true position the petrous 
ridge, quite acceptable Caldwell and 
Waters views were obtained. mat- 
ter fact, many cases was difficult 
tell which view the marker had been 
correct position. With the marker 
above the true position the petrous 
ridge, slight over-angulation resulted. 
This was disadvantage the Caldwell 
view, but the Waters view, led slight 
loss contrast. further exaggeration 
this would detrimental and not 
acceptable. The tolerance depended 
the size the maxillary sinuses. For 
small antra the tolerance was less. 


The comparison between the two 
surface markings, i.e., for the root the 
third molar tooth the outer corner 
the mouth the point aligned with 
that the petrous ridge producing 
accurate Waters views, was carried out 
during the practical application the 
surface markings, vide infra. 


practical test this method, 
twenty patients were brought the x-ray 
department, and five opaque markers 
applied the appropriate positions 
each patient. These are shown Plate 
1(f) demonstrates the 
triangle position with one angle the 
tragus, the other the petrous ridge. 
The apex the triangle extends beyond 
the floor the orbit, but stated above 
this unimportant. Plate 1(h) 
lateral roentgenogram the patient 
demonstrated Plate 1(g) with the 
markers situ. 


Plate demonstrates the projections 
which were taken each patient. Each 
small photograph between the roentgeno- 
grams faces the roentgenogram corre- 
sponding the position the patient 
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each in- 
stance, the black line joins the metallic 
markers along which the principal ray 
was projected for the production the 
roentgenogram. all cases, the central 
ray was horizontal position except 
Plate 2(e) and (f). 


when the film was exposed. 


Plate 2(Bb) the Waters projection 
obtained when the surface marking for 
the apex the third molar tooth was 
used. Plate 2(Dd) the Waters view 
obtained when the outer corner the 
mouth was used the surface marking. 
will seen that there very little 
choose between the two. anything, the 
view obtained when the outer corner 
the mouth was used the marker pro- 
duced slight under-angulation, i.e., the 
petrous ridges tended projected 
little above the most dependent aspect 
the maxillary antra, but not enough 
any real disadvantage. This could 
easily corrected elevating the chin 
slightly that the principal ray passed 
from the marker indicating the position 
the petrous ridge point just below 
the marker the angle the mouth. 


Plate 2(Cc), (Ee) and (Ff) require 
some explanation. Plate 2(Cc) what 
one may call half-Waters projection 
overangled Caldwell projection. 
probably better than Caldwell projection 
for the frontal sinuses, but not quite 
good for the ethmoid sinuses. gives 
excellent detail the upper halves the 
maxillary antra and the floors the 
orbits. Direction the principal ray 
from the marker for the petrous ridge 
the nasolabial junction 
view. The roentgenogram Plate 2(Ee) 
recommended for problem cases, e.g., 
suspected malignancy mucoceles the 
maxilllary antra. The principal ray 
angled upward degrees relation 
Reid’s base-line. should traverse the 
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skull from just below the lobe the ear 
through the marker the floor the 
orbit. This ensures that the petrous por- 
tion above the maxillary sinus the 
resultant roentgenogram. 


Plate 2(Ff) over-extended basal 
view the skull. recommended 
demonstrating the anterior and posterior 
walls the frontal sinuses, 
the postero-lateral and medial walls 
the maxillary sinuses. can 
seen from the figure, produced 
over-extending the patient’s head and 
tilting the tube anteriorly toward the 
nasion from ten fifteen degrees 
comparison the usual basal view 


which the principal ray directed 
right angles Reid’s base-line. The 
frontal sinuses are projected inside the 
arch the mandible, and both anterior 
and posterior walls are clearly shown. 
This view does not demonstrate the 
sphenoid sinuses well the conven- 
tional basal projection; hence, should 
reserved for problem cases. 


Summary 


Satisfactory surface markings have 
been worked out for roentgenography 
the accessory nasal sinuses Caldwell 
and Waters projections with variations. 
The surface marking for the posterior- 
interior aspects the maxillary antra 
may taken either the position the 
root the third molar tooth the angle 
the mouth. The latter easily 
available that perhaps pre- 
ferred. does, however, lead slight 


under-angulation. This can allowed 
for positioning the patient simply 
extending the chin slightly more, that 
the principal ray instead passing 
through the angle the mouth, passes 
through point just below it. 


About mm. variation the position 
the marker for the petrous ridge 
about the limit tolerance for acceptable 
Waters views. 


believed the method will prove 
great advantage teaching technical 
students, and improving the standard 


roentgenography the accessory nasal 
sinuses. 
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SURFACE MARKINGS SINUS RADIOGRAPHY 


avoir donné court résumé radiographie des sinus, remarque 
que, bien que technicien général produise radiographies par différentes 
aucune borne standardisée west encore utilisée pour les serait utile 
pour aux aussi bien que pour améliorer notre technique. 


suite triangle été construit, lequel donne approximativement 
rocher (Figure (c)). distance (du bord rocher hiatus) 


Figure 1(f) montre triangle appliqué patient avec petit marqueur 
ligue dans les positions correspondantes. marqueur plancher est placé 
par 


Pour les autres marquers (Figure main peut palper 
lation lorsque bouche est ouverte, puise fermée. Placer marquer 
point. 

Dans Figure chaque petite entre les radiographies, fait face 
correspondant position démontrée. Les lignes noires rejoignent mar- 
queur métallique. 

Dans Figure (Bb) montre une vue Waters lorsque marque surface pour 
molaire été employée. différence est petite. 

Dans Figure (Cc), (Ee), (Ff), les positions standardisées sont pas 

Comme est difficile condenser adéquatement cet article, est fortement recom- 
lire dans son entier. 


Nous espérons publier autre article Dr. Wollen 1962, sur 
cette méthode radiographie crane. 


Additions List Approved Schools for Training 
Radiological Technicians Diagnostic Technique 
Released for Publication The Canadian Medical Association, June, 1961 


Students Taken 
School Hospital City Beds Yearly Total Director* 


SASKATCHEWAN 
Regina General Hospital Regina 940 4-5 Dr. Richards 
Regina Grey Nuns’ Hospital Regina 469 2-3 Dr. Berry 


ONTARIO 

Hotel Dieu Hospital Cornwall 250 1-3 Dr. Renner 
McKellar General Hospital Fort William 426 4-5 Dr. Molle 

Parry Sound General Hospital Parry Sound 175 Dr. Curry 
QUEBEC 

Dieu Quebec Quebec City 555 Dr. Lessard 
Hopital Ste-Eusébe Joliette 190 Dr, Gilles Boulard 


Every Director M.D. certificated Radiology holds equivalent qualifications. 
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CATHOLIC HOSPITAL ASSOCIATION 
X-RAY REFRESHER COURSE 


EDITH CARROLL, R.T. 
St. Joseph’s Hospital, Hamilton, Ont. 


From April 4th 7th, 1961, was delighted 
have the opportunity attend Hartford, 
Connecticut, programme for x-ray supervisors 
and technicians conducted the Catholic Hos- 
pitals Association the United States 
America and Canada co-operation with Saint 
Louis University. The following report 
the programme which think will interesting 
most 


The first morning started with the registra- 
tion 830 a.m. 
people attended, large percentage these 
being Sisters. Dr. Brodeur, Consultant 
Radiologist the Cardinal Glennon Children’s 
Hospital, St. Louis, Missouri, then took the 
rostrum and held all spellbound for the rest 
the day. subjects were, “Radiation 
Hazards,” “Radiobiology,” “Cross-Infection 
the Radiology Department,” “Physics Need Not 
Dull,” and “Intussusception.” 


RADIATION HAZARDS: 


This lecture covered sources radiation— 
genetic effects, leukaemia, necrosis, sterility, and 
was clearly and amusingly illustrated 
movie, the main theme, course, being limit 
the field and amount radiation given all 
times. Speaking staff protection, Dr. 
Brodeur said all have our midst the “Art- 
ful Dodger” technician who bobs and out 
the protective exposure area speak the 
patient and then presses the button and bobs 
back in. said wished remind these 
people the speed x-rays and that all 
probability the time they get back in, the 
radiation will have caught them eight times! 


Radiobiology then followed, covering patho- 
logical effects. Biological effects, cell radiosen- 
sitivity and methods increasing this 
increasing temperature cell. 


The next subject, “Cross-Infection X-Ray 
Departments,” was Dr. 
Brodeur’s methods reduce this were obviously 
well thought out and proving effective. Barium 
enema patients especially were well protected, 
having been proved that infection spreads back 
the tube least two feet and not 
enough protection from dysentry, etc., 
change just the enema tip. The use hexa- 
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chlorophine cleansers was highly recommended 
for x-ray tables with consequent reduction 
staph infections. Dr. Brodeur maintains that 
the simplest and most effective procedure 
reduce cross infections would for the radiog- 
rapher wash hands between each patient and 
meticulous about it! 


“Physics Need Not Dull” was admirably 
put over and illustrated Dr. Brodeur’s own 
method delivery. His main theme was that 
Physics dynamic and put over interestingly 
this just could not dull. 


finish full day the lecture “Intus- 
susception” was beautifully presented and 
trated. The main points procedure which Dr. 
Brodeur stressed here, were adequate anchoring 
enema tip after barium flow was ensured, 
immobilization, height barium can must not 
more than three feet from table and never 
employ Bardex catheter for fear rupture 
tearing the bowel. 


April 5th there was very interesting lec- 
ture Paediatrics, again the lecturer being 
Dr. Brodeur. Films were shown which demon- 
strated the importance accurate positioning, 
especially chests for heart thymus condi- 
tions. babies under one year, forty-eight 
inches distance useful seventy-two inches 
and there appreciable difference between 
AP-PA. 


The next day Dave Cannon, Eastman Kodak 
representative, showed film, “This Radiog- 
raphy,” which well worth showing every 
teaching department. For added interest 
then showed some industrial x-ray films and 
also demonstrated how x-rays are used decide 
authenticity oil paintings the “old masters” 
and also prove old stamp collections valu- 
able useless. also saw excellent radio- 
graphs Egyptian mummies—even demonstrat- 
ing some old bony pathology. After this there 
was open floor discussion covering responsi- 
bilities for chief technicians—service—teaching 
and administration. 


Mr. Dressinger then eloquently presented the 
case for “Image Amplification and Cineradiog- 
raphy,” tracing its conception and history and 
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stressing the great reduction the amounts 
radiation used these examinations compared 
with those used the conventional method. 


The final morning started bright and early 
with intensive and fascinating lecture 
Isotopes. After this was film and lecture 
about the radiographic image and care and 
composition intesifying screens and grids. 


Mr. James, the Secretary the Catholic Hos- 
pitals Association, then closed the convention. 
Everyone was sorry losing sight new 


friends but anxious home again. 


Juding the keenness and interest 
shown everyone attending the course and 
the eagerness and ability the team lecturers, 
sure had been truly stimulating and 


profitable four days. 


final word thanks due the Sisters 
St. Francis who made our stay very comfortable 
even the extent providing delicious and 
substantial lunch each morning. 


ESTABLISH COLLECTION 
RADIOGRAPHIC HISTORY 


The George Eastman House, Rochester, 
announces the establishment collection 
the history radiography, comprising apparatus, 
books, periodicals, and radiographs. Through 
the gift Mr. Arthur Fuchs, splendid 
nucleus has already been established; hoped 
that radiologists and technicians throughout the 
country will add this nucleus form com- 
plete collection possible this important 


making this gift, Mr. Fuchs stated: “The 
whole story has yet told. The occasion 
for this situation due large part the fact 
that there has not been single repository 
historical material any sizeable volume 
make worthwhile researchers the field. 


“Perhaps the years have passed too swiftly 
the tendency discard the old and take 
the new has caused much the old apparatus, 
radiographs, tubes, books, and journals, and 
analecta disappear from the scene. What 
left scattered about the country and perhaps 
slowly deteriorating because lack care, ex- 
cept for those isolated instances where 
housed some sort museum.” 


The George Eastman House museum 
photography, opened 1949 the residence 
George Eastman Rochester, N.Y. 
independent non-profit educational institution, 
chartered the Regents the State New 
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York. Its collection historical photographs, 
motion picture films, apparatus, books, manu- 
scripts and documents the history photog- 
raphy unique. permanent exhibit the 
history photography maintained, supple- 
mented frequent special exhibitions. Since 
its opening 1949 over two million visitors 
from all parts the world have seen the 
displays. 


Frequent specal exhibitions are held the 
museum; many them are circulated through- 
out the country. These exhibitions are made 
original material from the museum’s vast col- 
lection, borrowed for the purpose. 


The library and collections the George 
Eastman House are always available students, 
publishers and other interested people, for 
inspection. service offers 
research assistance and provides photographs. 
This service will now extended include 
radiography. 


IMAGE, the quarterly magazine photog- 
raphy published Eastman House, contains 
articles the history photography, The 
current issue features essay radiography 
1896 Mr. Fuchs. 
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ALBERTA 


REGISTERED 
RADIOGRAPHY 


Lauriette B. Chabot 

Sharon Eileen Collins 

Ellen Mae Dyer 

Doreen Gladys Fink 

Patricia Anne Garner Houghton 
Armande Lucille LaRue 

Helene Marshall 

Jeanette Margaret Molgat 
Patricia Marion Starko 

Verna June Stoetzel 


BRITISH COLUMBIA 


REGISTERED 
RADIOGRAPHY 


Helen Vivian Bafia 
Johanna Berke-Schalk 
Rosanne Mary Cameron 
Dianne Card 

Gail Ginger Carlson 
Lorraine Eleanor Cunningham 
Ronald Edwin Funk 
Sheila Gage 

Darlene Mary Hanson 
Marilyn Hicks 
Barbara Lee 

Janet Lee 

Frances Emily Marie McKinnon 
Nina Relkoff 

Eric Barry Rundquist 
Shirley Alice Smith 

Beverley Swanson 
Catherine Mary Sweeney 
Leslie G. Szegedi 

Diane Ruth Thompson 
Bruce Walton 

Helen Marie Williams 
Grace Chiyeko Ycshihara 


REGISTERED THERAPY 
Sumiye Yamamoto 


MANITOBA 


REGISTERED 
RADIOGRAPHY 


Leslie Fraser Allen 
Margaret Louise Bowman 
Lois Cindler 

Patricia Marie Ennis 
Lynda Eyvindson 
Marilyn Jean Gair 
Beverley Ann Gibson 
Bronnie Anton Gorski 
Ida Kathleen Granger 
Antonie Kaiser 

Hilda Marie Osterman 
Carole Lynn Peckover 
Cheryl Rombom 

Helene Louise Sawatzky 
Shirley Schwartz 

Lois Margaret Sobey 
Patricia Alice Sokulski 
Pauline Barbara Styles 
Darlene Anne St. Godard 
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NEW BRUNSWICK 


REGISTERED 
RADIOGRAPHY 


Sheila Ann Larkin 


NEWFOUNDLAND 


REGISTERED 
RADIOGRAPHY 


Edgar Clarke 
Alan Stone 


REGISTERED THERAPY 
Monica Mary Mulcahey 


NOVA SCOTIA 


REGISTERED 
RADIOGRAPHY 


Donald Crowe 
Judith Pauline Parsons 


ONTARIO 


REGISTERED 
RADIOGRAPHY 


Jennie Mary Adelia 

Neil Morrison Alexander 

Margaret Andersen 

Regina Augaitis 

Andrew Baltrusis 

David Charles Barton 

Lenore Irene Beaton 

Beverley Jean Berge 

Jo-Anne Mary Bergin 

Lorraine Elizabeth Brown 

Carole Diane Chisholm 

Sheila I. L. Dunn 

Faye Bernice Grant 

John Gray 

Lanis Ann Hoffman 

Myrtle Monica Hosten 

Walter Huber 

Donna Lee Killen 

Brenda June Leech 

Judith Makky 

Anne Markotich 

Phyllis Marshall 

Pauline Miller 

Jean Elizabeth Mills 

Sister Mary Monica 
(Caroline McCormack) 

Stuart Morley 

Ann Kathleen Mrnik 

Carol Joyce Perpick 

Leila Irene Plewes 

Gertrud Petritsch 

Marie Marjolaine Nicole Richard 

Marilyn Dianne Robb 

Sandra Porritt 

Roger Charles Sullivan 

Helen B. Verhoef 

REGISTERED THERAPY 


Germaine Boucher, R.N. 
Helgi Mai Rebane 

Elisabeth Johanette Schaettgen 
Lillian Snaitynski 


C.S.R.T. EXAMINATIONS 
SUCCESSFUL CANDIDATES, MAY, 1961 


QUEBEC 


REGISTERED 
RADIOGRAPHY 


Yves Arsenault 
Denise Aumais 
Monique Blais 
Monique Blais 
Claudette Blanchard 
Marie Bonenfant 
Micheline Brault 
Giséle Breault 
Denise Caron 


Thérése Chagnon 

Pierrette Charbonneau 

Nicole Comtois 

Gustave Mary Erbes 

Yvette Ferland 

Andree Gauthier 

Henri L. S. Girard 

Betty Marie Haggerty 

Marie-Antoinette Keyeux 

Raymonde Lacasse 

Rita Lachance 

Lise LaRue 

Nicole Lavoie Lapierre 

Maryse Liboiron 

Geneviéve Morel 

Denyse Pariseau 

Anastase Salasidis 

Micheline Renée Saint-Cyr 

Rejeanne St-Pierre 

Sceur Marie Rosaire, s.c.q. 

Soeur Monique-Marie, s.s.j. 

Soeur Ste. Francois-Thérése, s.s.j. 

Soeur St. Joseph, o.s.a., i.l. 
(née Laplante Lucie) 

Claire Verschelden 


REGISTERED THERAPY 
Cécile Lamy 


SASKATCHEWAN 


REGISTERED 
RADIOGRAPHY 


Joe Louis Bear 

Marcella Belak 

Joyce Marilyn Bibby 
Shirley Doreen Cheney 
Barbara Joan Clark 
Esther Lessmeister 
Joan Anne Lockwood 
Georgette Martin 

Helen Freda Prang 
Lawrence Martin Rambold 
Bernice Marion Scott 
Jo-Ann Elisabeth Usherwood 


C.S.R.T. MEMBERS 
RECIPROCITY 


CERTIFIED 
RADIOGRAPHY 


Daphne Joan Broadley 
Daphne Elaine Henry 
Mrs. Jean Gibson Connon 
Jean Glorian Holcombe 
CERTIFIED BOTH 
RADIOGRAPHY THERAPY 
Margaret Anne Holt (née Barber) 
CERTIFIED THERAPY 
Gillian Forster 
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Applicant’s Code 


MAY, 1961, RADIODIAGNOSTIC EXAMINATIONS 
EXAMINATION FOR REGISTRATION 


CANADIAN SOCIETY RADIOLOGICAL TECHNICIANS 


PART ONE 


Date Examination 


INSTRUCTIONS: Fill your code number and the date examination the above space. Questions must 
answered ink the provided sheets which the examination questions are printed. Carefully read each 


question. 


Additional notes ereferences any kind are not allowed. 
possession notes previous examinations. 
the supervisor whether completed not. 


Candidates must not have 


the end the examination period all papers must handed 
time limit three hours allotted for this examination. 


ANATOMY AND PHYSIOLOGY 


MARKS 
(a) What meant the anatomical 
position? 


(b) What meant the pelvic cavity? 

(c) What are the contents the female 

pelvis? 

(d) What have the following glands com- 
mon: pituitary, adrenal, pancreas? 


MARKS 


Match the following words and meanings 


listing the numbers and letters that identify 
them: 


(1) Coronal plane. (2) Proximal. (3) Vent- 
ral. (4) Parietal. (5) 
Cephalad. (7) Prone. (8) Flex. (9) 
Evert. (10) Superior. 


(a) human anatomy refers the front, 
anterior. 


(b) Refers the uppermost part, that part 
nearest the head. 


(c) Plane made cutting across the body 
from side side, parallel the coronal 
suture. 


(d) Towards the head. 

(e) Lying face down. 

Refers the sole the foot. 

(g) Relating the wall structure. 
(h) turn outwards. 

(i) bend. 


(j) That part the body structure close 
the source origin. 


MARKS 


Fill the words missing the following 


statements: 
(a) The one vertebra having body the.... 
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(b) That part the skull which encloses the 
brain known 


(c) The vertebra having long spinous pro- 
cess which extends back, beyond the 
other spinous processes the cervical 
vertebra known 


(d) The flat strap shaped muscle either 
side the neck, which divides the neck 
into anterior and posterior triangles 
known the 


(e) The dome shaped muscular partition 
separating thorax and the abdomen 


(f) The major blood vessel extending from 
the diaphragm the fourth lumbar ver- 
bra the 


triangular, box-like structure lying the 
front the neck. 


(h) The trachea divides into tubes known 


narrowing lumen. 


inches length, extending from the 
lower end the pharynx the stomach. 


MARKS 


Draw diagram the large bowel, naming 


the different parts. 


MARKS 
(a) What are calculi? 


Name four sites 
where they may 


(b) Enumerate the endocrine glands. 
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CANADIAN SOCIETY RADIOLOGICAL TECHNICIANS 


EXHIBIT AND ESSAY COMPETITIONS 
MEDALS CASH PRIZES TROPHY 


Available R.T.’s and Registered Students Member Societies. 


C.S.R.T. ESSAY AWARD 


Annual Award $150.00 for the best essay, registered technician, 
delivered before the convention the C.S.R.T. 


GEVAERT ESSAY AWARDS 
THREE ANNUAL AWARDS 


Gold Medal and $100.00 Silver Medal and $75.00. 
For R.T.’s only. 


Bronze Medal and $50.00 For Student Technicians 


CLOSING DATE FOR C.S.R.T. 
and 
GEVAERT ESSAYS, DEC. 


THE GEORGE REASON CUP 


For the Best Scientific Exhibit. 


THE AWARD 
CLOSING DATE MARCH ist, 1962 
(Not Annual Award) 


ESSAY RADIOBIOLOGY AND PROTECTION 
$100.00 Prize, Open Both Registered Technicians and Students. 


Rules and Regulations next page. 


These will appear French next issue The Focal Spot, No. 77. 
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CANADIAN SOCIETY RADIOLOGICAL TECHNICIANS 


C.S.R.T. AWARD REGULATIONS 


The Canadian Society Radiological Tech- 


nicians offers annual award One Hundred 
and Fifty Dollars ($150.00) for the best essay 
delivered before annual convention the 
above-mentioned Society, said award 
governed the following rules and regulations: 


PRIZES: The Award shall One Hundred 
and Fifty Dollars ($150.00). 


ELIGIBILITY: 


(a3 Only members the Canadian Society 
Radiological Technicians good standing 
the time submitting the manuscript and 
whose names are listed the current roster 
the Society shall eligible for the award. 
(b) The following officers and committee 
members may not participate the competi- 
tion: All Executive Officers and members 
the Board Directors, Judges, Pro- 
gramme Committee, author Memorial 
Lecture, members employed commercial 
firms engaged the manufacture x-ray 
films and machines. 


SUBMISSION MANUSCRIPTS: 


Each contestant shall submit three (3) copies 
his/her manuscript, including all photos, 
charts, etc., each copy, the Chairman 
the AWARDS COMMITTEE, through the 
permanent Secretary the C.S.R.T., Mrs. 
Hood, R.N., R.T., 2175 West 16th 
Avenue, Vancouver B.C., December 
15th, preceding the convention. 


PREPARATION MANUSCRIPTS: 


(a) All papers submitted for consideration 
must original compositions, not previously 
published submitted for presentation 
publication this member societies. 
shall deal with subjects directly related 
diagnostic therapeutic radiological pro- 
cedures. 

(b) Reading time shall limited twenty 
minutes including showing films. 

(c) All essays shall prepared accept- 
able manuscript style good grade 
bond paper, typewritten, double spaced with 
wide margins, using one side paper only. 
The pages are numbered. 

(d) Each contestant shall submit three (3) 
copies. All manuscripts shall have cover 
sheet giving the title only and shall con- 
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tain marks identification which present 
clue the author the department 
which the author works. 

(e) The original copy the manuscript shall 
have sealed plain white envelope fastened 
securely the cover stating— 


hereby submit this 
manuscript entitled for 
entry the C.S.R.T. Essay Award and 
have met all entry requirements and 


(f) Each copy the manuscript shall 
securely fastened together the left hand 
margin with suitable cardboard folder 
cover. 


(g) All papers submitted will become the 
property the Canadian Society Radio- 
logical Technicians. 


ILLUSTRATIONS: 


(a) All illustrations must accompany the 
manuscript. They may not sent separate- 

(b) All illustrations shall black and 
white glossy type suitable for publication. 
They must marked with figure indications 
that correspond the information contained 
the body the manuscript and must 
accompanied suitable legend. 

(c) When making prints x-ray films 
essential that all 
marks, such name institution radiolo- 
gist blocked out. 

(d) Slides should prepared all illustra- 
tions for demonstrations the time the paper 
presented the Convention programme. 


PRESENTATION: 


(a) The author the winning essay shall 
notified April permit him her 
make arrangements present the paper 
during the Convention. 

(b) the event the winning author cannot 
present give the essay person may 
read another member the Society. 
(c) The winning essay shall published 
The Focal Spot. Notification will also given 
those contestants whose papers not 
win award recognition. These may also 
published The Focal Spot sufficient 
merit. 
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CANADIAN SOCIETY RADIOLOGICAL TECHNICIANS 
REGULATIONS AWARDS 


One GOLD MEDAL, one SILVER MEDAL 
and one BRONZE MEDAL awarded 
yearly the Annual Convention the C.S.R.T., 
each award carrying with cash gift. 


Competition open R.T.’s only who are 


members currently good standing with the 


One GOLD MEDAL together with 
cash gift One Hundred Dollars ($100.00) 
awarded the author, the senior 
author more than one involved, the best 
Essay submitted for the Gevaert Essay 
competition. 


(2) One SILVER MEDAL together with 
cash gift Seventy-five Dollars ($75.00) 
awarded the author, authors, whose 
essay judged runner-up the above 
competition. 


Competition open Student Technicians 

who are currently good standing and 
registered Students with Provincial 
Society the 
(3) One BRONZE MEDAL together with 
cash gift Fifty Dollars ($50.00) 
awarded the author the best essay sub- 
mitted student for the Gevaert Essay 
competition. 


REGULATIONS GOVERNING THE 
SUBMISSION ESSAYS: 


Essays shall have minimum one thou- 
sand words and shall deal with subjects 
directly related diagnostic therapeutic 
radiological procedures. 


All signs identification, reference 


hospital institution name that may lead 
identification author must removed 
blocked out from and avoided 
the text the essay. 


Papers must typewritten good quality 


paper, double spaced and with margins 
reasonable width. The original manuscript 
and TWO carbon copies must submitted 
the Chairman the Awards Committee 
through the office the permanent Secre- 
tary, Mrs. Hood, R.N., R.T., 2175 
West 16th Ave., Vancouver B.C., 
December 15th, preceding the convention. 


Each copy the manuscript shall en- 


closed suitable cardboard cover, securely 
fastened the left hand corner. this 
cover shall state “Gevaert Essay Award 
Entry R.T. Student Competition” and the 
title the paper ONLY. 


Manuscripts may submitted French 


English, 


Winners Awards shall presented with 


the Awards during the current C.S.R.T. an- 
nual meeting. Should said winners not 
present, the presentations shall made 
the official delegate representing the Mem- 
ber-Society which the winner belongs, for 
delivery the winner. 


Winning essays must made available for 
publication The Focal Spot within ninety 
(90) days after winning awards. 


ONTARIO SOCIETY 
RADIOLOGICAL TECHNICIANS AWARD 


One Hundred Dollars ($100.00) for the best 
Essay submitted RADIOBIOLOGY AND 
PROTECTION. 


The Regulations given covering the Gevaert 


The Focal Spot, 1961, No. 


Awards will apply. This competition open 
all C.S.R.T. members, both R.T.’s and Students. 


The closing date for this competition March 
Ist, 1962. 


177 


CANADIAN SOCIETY RADIOLOGICAL TECHNICIANS 


THE GEORGE REASON CUP REGULATIONS FOR 


THE GEORGE REASON CUP Regulations 

ELIGIBILITY—Any member The Cana- 
dian Society Radiological Technicians 
good standing the time application for 
exhibit space and the time judging ex- 
hibits shall eligible compete except 
specified below: 


The following officers and committee 
members may not participate this competi- 
tion: President, President-elect, Vice-Presidents, 
Secretary-Treasurer, members the Board 
Directors, Exhibit Judges, members the Ex- 
hibit Committee. 


Members the who are em- 
ployed commercial firms engaged the 
manufacture sale x-ray equipment, acces- 
sories supplies shall not eligible for 
awards. 


APPLICATION FOR SPACE AND 
PRESENTATION ap- 
plications for space the award exhibition must 
filed with the exhibit committee for the con- 
vention least sixty (60) days prior the 
opening the annual meeting. Title exhibit 
and brief description material must sub- 
mitted the time application for space filed. 
Film exhibits must mounted for satisfactory 
display one more standard single 
inch illuminator (view spaces). 


The space allocated any exhibitor shall 
limited eight (8) viewing spaces square 
feet. 


For the sake rigidity and effective display, 
the use commercially available mats mounts 
desirable for film exhibits. The use trans- 
illuminated type explanatory charts and legends 
desirable. 


There will thumbtacking, pasting 
nailing the painted opaque surfaces the 
boxes. Cost repair any defacement 
the boxes will charged the exhibitor. The 
use mounts mandatory. 

scientific exhibit will open 
officially 12.00 noon the first day the an- 
nual meeting and will close noon the final 
day the meeting. 


INSTALLATION and DISMANTLING— 
Each exhibitor will arrange his own exhibit 
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under the supervision and with the assistance 
the Exhibit Committee. exhibitor unable 
comply with this requirement may delegate 
the responsibility another specified individual, 
but not member the Exhibit Committee. 


Installation exhibits should begin the day 
prior the official opening the annual meet- 
ing and must completed noon the open- 
ing day. 


Exhibits must remain intact until 12.00 noon 
the final day the meeting and should re- 
moved from the exhibit hall 6.00 p.m. 
that day. 


must shown 
the name individual technicians. The name 
the hospital, institution, office may appear 
part the address. 


exhibitor assumes respon- 
sibility for his exhibit and the C.S.R.T. not 
liable for loss damage. The C.S.R.T. will 
take all reasonable precautions insure the 
safety exhibits during the period display. 


SUBJECT MATTER—Subject matter for 
exhibit items relating diagnostic thera- 
peutic procedures. Emphasis 
should placed originality material, 
general interest and educational value other 
technicians. 


Exhibits submitted for award consideration 
must not have been shown previously an- 
nual meeting The Canadian Society 
Radiological Technicians. Material constituting 
illustrations essay award winning manu- 
scripts will not accepted whole part 
competition for exhibition awards. 


SELECTION JUDGES—Three judges 
shall selected the President the 
C.S.R.T. with the approval the Board 
Directors, least thirty days prior the an- 
nual meeting. These judges shall known 
only the said officers the Society, shall 
responsible the President, and their decision 
shall final. 


PRESENTATION AWARDS—Awards 
shall presented the President 
appropriate time during the annual meeting. 
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EXAMENS RADIODIAGNOSTIQUE, MAI, 1961 
SOCIETE CANADIENNE DES TECHNICIENS RADIOLOGIE 
PREMIERE PARTIE 


EXAMEN POUR L’INSCRIPTION 


INSTRUCTIONS: Inscrivez les renseignements ci-dessus. Les examens doivent écrits Vencre 
employant uniquement les feuilles sur lesquelles les questions sont imprimées. attentivement les instruc- 
tions fournies pour chaque question. pas permis d’écrire des notes des références quelque nature 
soient. est aux candidates copier avec eux aucune des questions 
fin période d’examen toutes les copies doivent étre remises surveillant, que les réponses soient 
complétées non. Une période trois heures est allouée pour 


ANATOMIE PHYSIOLOGIE 


POINTS (b) partie crane qui renferme 
(a) Que faut-il entendre par position ana- cerveau, porte nom 
tomique? (c) vertébre ayant une longue apophyse 

(b) Que faut-il entendre par cavité pel- épineuse tendant dela des apo- 
vienne? physes épineuses des autres vertébres 

(c) Que contient cavité pelvienne Cervicales 

(d) quoi les glandes suivantes res- muscle plat oblique, chaque 
parties triangulaires, antérieure pos- 

POINTS (e) structure musculaire forme 
Raccordez les mots suivants avec leur défni- qui sépare thorax 
tion rapprochant les numéros des lettres 


qui les identifient. 

(1) Plan coronal. (2) Proximal. (3) Vent- 
ral. (4) (5) Plantaire. (6) 
Céphalad. (7) (8) Flexion. 


(f) plus gros vaisseau qui s’étend 
lombaire s’appelle 


(9) Eversion. (10) Supérieur (g) L’organe voix est une structure 
(a) anatomie humaine, trait qui triangulaire, une boite 
(b) A trait a ce qui est le plus haut, le plus s’appelle coevececoncevecaesocccqvesonoconscoseonestenceseesescosces 
prés téte. (h) trachée divise branches con- 
(c) Plan déterminé par une coupe transver- 
suture coronale. lumiére d’un organe 
ers 
(e) Couché face bas. (j) tube d’environ pouces longueur 
(g) trait aux murs aux parois d’une pharynx jusqu’a l’extomac nomme 
structure, 
(h) Tourné vers POINTS 
(i) Plié. 


Dessinez schéma gros intestin, nom- 


(j) Cette partie corps d’une structure mant les différentes parties. 


qui est située prés son point d’attache. 


POINTS 

POINTS 

(3) Complétez les énoncés suivants, par les mots (a) entendez-vous Nom- 
qui manquent. mez endroits corps humain 
(a) seule vertébre qui n’a pas corps les retrouve. 

(b) Enumérez les glandes endocrines. 
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MAY, 1961, RADIODIAGNOSTIC EXAMINATIONS 


PHYSICS AND APPARATUS 
(ANSWER FIVE QUESTIONS) 
FOR BOTH DIAGNOSTIC AND THERAPY STUDENTS 


MARKS 


Indicate whether the following statements 
are true false: 


(a) Unlike charges repel one another 


(b) Almost the entire mass any atom 
concentrated its orbital electrons 


(c) Isotopes element have chemically 
identical atoms, but their atomic weights 
differ 


(d) For given voltage and similar values 
parallel resistors allow less current flow 


(e) The resistance conductor inde- 
pendent the material and dimensions 


(f) All magnetic material, even broken up, 


(g) steady direct current can flow 
circuit containing condenser hooked 


(h) Chemical reactions can initiated 
accelerated 


(i) When x-ray tube operation, the 
electric energy applied the tube 
converted mostly into x-rays, and partly 


(j) radiation escapes from “Ray-proof” 


MARKS 


Explain what meant tube ratings. 
(See full page circuit diagram for No. 


MARKS 


Fill the words that are missing the fol- 
lowing statements: 


(a) The number cycles unit time the 
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(b) The accuracy timers may checked 


(c) Impedance and resistance are measured 


(d) Induced current measured 


(e) Peak value alternating potential dif- 


Ohm’s law for direct current repre- 
sented the following formula 


(g) The region around magnet which its 
magnetic effect can detected known 


(h) The schematic representation atom 


shows the electrons arranged 
around the nucleus. 


opposition the flow alternating cur- 
rent. 

device for storing 


electric charge. 


MARKS 


(a) What are the three commonest reasons 
for failure x-ray tube? 


(b) What two factors govern the choice 
material for the target x-ray tube? 


MARKS 


Explain penumbra, 


MARKS 


Many deep x-ray therapy machines are 
equipped with filters composed aluminum, 
tin and copper. Draw diagram placing 
these filters their correct relationship 
the x-ray tube. Explain why this neces- 
sary. 
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EXAMENS RADIODIAGNOSTIQUE, MAI, 1961 


PHYSIQUE APPAREILLAGE 
(REPONDRE CINQ QUESTIONS SUR SEPT) 
POUR LES ETUDIANTS DIAGNOSTIQUE THERAPIE 


POINTS 


Indiquez lesquels ces éconcés suivants 
sont vrais faux: 


(a) Les charges contraires repoussent .... 


(b) Presque toute masse d’un atome est 
concentrée dans les 


(c) Les isotopes d’un élément possédent les 
mémes propriétés chimiques, mais leur 
poids atomique varie 


(d) Les résistances paralléles laissent passer 
moins courant que les résistances 
égales 


résistance d’un conducteur est indé- 
dimensions 


(f) Tout matériel magnétique méme 
est brisé fragments, posséde 
poles 


(g) courant continu, débit uniforme 
peut circuler dans circuit contenant 
condensateur monté série 


(h) Les réactions chimiques peuvent naitre 


(i) Quand une ampoule rayons-x est 
action, l’énergie électrique appliquée aux 
bornes tube est convertie grande 
partie rayons-x pour une faible part 
chaleur 


(j) Les gaines des tubes dites 
des rayons, laissent passer absolu- 
ment aucune radiation 


POINTS 


Que faut-il entendre par les valeurs carac- 


térisques des tubes? (tube ratings). 


(Voir page 182) 


POINTS 


Indiquez les mots qui manquent dans les 


écononcés suivants: 


(a) nombre des cycles unité temps 
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(b) précision des minuteries peut-étre 
vérifié par 
(c) L’unité résistance d’impédance 
s’appelle 


(d) courant induit mesure 


(e) L’unité qui mesure créte d’une diffé- 
rence potentiel alternative mesure 


(f) loi d’ohm pour courant continu 
s’exprime par formule suivante 


(g) région autour d’un aimant fait 
sentir son influence s’appelle 


(h) schématique d’un 


(i) L’unité qui indique totale 
circulation courant alternatif dans 
courant s’appelle 


(j) L’appareil qui sert emmagasiner des 
charges électriques s’appelle 


POINTS 


(a) Quels sont les facteurs faut con- 


sidérer dans choix matériel consti- 


tuant l’anode d’un tube rayons-x? 


(b) Quelles sont les raisons les plus 
fréquentes défectuosité panne 
dans tube rayons-x? 


POINTS 


Expliquez qu’on entend par pénombre. 


POINTS 


Bien des appareils thérapie profonde sont 


munis filtres composés d’aluminium, 
schéma, comment ces filtres sont placés 
correctement par rapport aux rayons-x. 
Expliquez pourquoi ceci est nécessaire. 


MAY, 1961, RADIODIAGNOSTIC EXAMINATIONS 


MARKS 


Name ten components the circuit below and identify them with the corresponding number. 


POINTS 


Nommez dix des composants circuit ci-dessous, les identifiiant avec les numéros corres- 
pondants, 
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MAY, 1961, RADIODIAGNOSTIC EXAMINATIONS 


RADIOBIOLOGY AND PROTECTION 


MARKS 


(a) Define the “r” unit. 
(b) Define the “Rad”. 


MARKS 


(a) How you measure quality radia- 
tions? 


(b) How you measure quantity radia- 
tions? 


MARKS 


Define: 
(a) Chromosome. 


(b) Gene. 


(c) 
(d) Chromatin. 


MARKS 


What the difference between somatic and 
genetic effects radiations? 


MARKS 


(a) Enumerate five (5) precautions aimed 
protecting the patient 
graphic procedures. 


(b) Enumerate five (5) protective measures 
aimed protecting the technician during 
radiographic examinations. 


EXAMENS RADIODIAGNOSTIQUE, MAI, 1961 


RADIOBIOLOGIE PROTECTION 


POINTS 


(b) “Rad” (définissez rad). 


POINTS 


(a) Comment mesure-t-on qualité des 
rayons-x? 


(b) Comment mesure-t-on quantité des 
rayons-x? 


POINTS 


Qu’entendez-vous par: 


(a) 


(b) Géne. 
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(c) Mutation. 


(d) Chromatine. 


POINTS 


Quelle différence a-t-il entre: effets soma- 
tiques effets génétiques 


POINTS 


(a) Indiquez précautions prendre pro- 
les patients cours des examens 
radiographiques. 


(b) Indiquez moyens protection pour 
protéger technicienne cours des 
examens radiographiques. 
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MAY, 1961, RADIODIAGNOSTIC EXAMINATIONS 


PART TWO 


time limit two hours allowed for this examination. 


RADIOGRAPHY 


MARKS 


Describe the positioning, technical factors, 


and the centring for: 
(a) Radiography the gall bladder. 


(b) Radiography the hip (possible slipped 
epiphysis 13-year-old boy). 


(c) Radiography the sella turcica. 


MARKS 


What the “anode heel effect” and how 


may utilized radiography? 


MARKS 


List and explain briefly four (4) instances 


which control the phase respiration 


aid radiography. 


MARKS 


using intensifying screens and cassette, but 
without the use bucky diaphragm. Five 
additional radiographs are made with only 
one factor accessory being changed and 
all other factors remaining the same. 
each instance one more the four 
qualities film which head the four 
columns below may altered. For each 
the five changes listed below indicate each 
column the change, any, quality which 
plus (+) mark, quality diminished, 
place minus (—) mark. 
change, place zero (0). Column refers 
detail and not visibility detail. 


there 
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EXAMPLE: Over-develop 500% 


Con- Dis- 
Density trast Detail tortion 


focal-film dist. 


2—Increase 

3—Decrease mil- 

4—Add exten- 

5—Add Bucky 

MARKS 


Opposite each procedure Column place 


the number the region which used 


Venogram tubes 
Myelogram 2—Lungs 
Pneumoence- 3—Heart chambers 
phalogram 4—Salivary ducts 
Sialogram 5—Renal calyces and 

pelves 
Cholangiogram 6—Bile ducts 


7—Aorta 
8—Spinal canal 
10—Gall bladder 


Carotid angio- 
gram 


Cholecystogram 


Bronchogram 11—Veins the 
extremities 

Salpingogram 12—Ventricular system 

Excretory 

urogram 
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EXAMENS RADIODIAGNOSTIQUE, MAI, 1961 


DEUXIEME PARTIE 


Une période deux heures est allouée pour deuxiéme partie. 


RADIOGRAPHIE 


POINTS 


Décrire position radiologique, les facteurs 
techniques centrage pour: 


(a) Cholécystographie. 


(b) Radiographie hanche (ou 
épiphysaire 


(c) Radiographie salle turcique. 


POINTS 


effect) comment radiog- 
raphie? 


POINTS 


Enuméréz expliquez (4) 
quatre procédés radiographiques tire 
profit des phases respiration? 


POINTS 


Supposons que prenne une radiographie 
satisfaisante d’une partie donnée, employ- 
ant une cassette des écrans 
mais sans avoir recours grille type 
Bucky. Cinq (5) radiographies additionnel- 
les sont prises variant pour chacune 
d’elles seulement facteur accessoire 
pendant que tous les autres facteurs de- 
meurent les mémes. Dans chaque cas, une 
plusieurs des quatre qualités d’un film 
qui sont indiquées haut quatre colon- 
différentes peuvent étre modifiées. 
Pour chacum des cinq changements tech- 
niques inscrits ci-dessous, indiquez dans 
chaque colonne changement qualité, 
que cette modification technique 
peut produire. des qualités est 
améliorée, veuillez mettre marque plus 
(+); une qualité est amoindrie mettez 
signe moins (—); aucune qualité n’est pas 
modifiée, indiquez-le par signe zéro (0). 
détail. 
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EXEMPLE: Sur-développé 500% 
Magnifi- 
cation 
Con- Distor- 


Densité traste Détail sion 
1—Distance-foyer 
film aug- 
menté 


2—Kilovoltage 
augmenté 


3—Milliampérage 
exten- 
sion ajouté 


5—Grille anti- 
diffusante 
ajouté 


POINTS 


Opposez chaque procedé colonne 


placez numéro région dans laquelle 
est employé tel que mentionné dans 
colonne 


Vénogramme 1—Trompes 
fallopes 

Myélogramme 2—Poumons 

Pneumoencé- 

phalogramme 3—Fenétres coeur 

Sialogramme 4—Glandes salivaires 

Cholangio- 

rénaux 

Cholecysto- 

gramme biliaires 

Angiogramme 7—Aorte 

(carotide) épiniére 

Bronchogramme 
genou 

Salpingogramme 10—Vésicule biliaire 

Urogramme 11—Veines des 
extrémités 

12—Systéme ventricu- 

laire 
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MAY, 1961, RADIODIAGNOSTIC EXAMINATIONS 


DARK ROOM 
MARKS MARKS 
Name the chemical ingredients the fixing What the purpose intensifying 
screens? 


bath and explain their actions. 


MARKS 
Describe briefly the cause of: 
(a) Gray films. 
(b) Crescent marks. 
(c) Branch-like black marks, 
(d) Reticulation. 
(e) Sharply defined small white areas. 
Large light area near centre film. 


(b) List the types intensifying screens, 
their speed and detail. 

(c) How they differ from fluoroscopic 
screens? 


MARKS 

Describe how you would test the safety 
darkroom safelight. 

MARKS 

Describe briefly the replenisher method 
using developer. 


MAY, 1961, RADIOTHERAPEUTIC EXAMINATIONS 
EXAMINATION FOR REGISTRATION 


CANADIAN SOCIETY RADIOLOGICAL TECHNICIANS 


PART ONE 


Applicant’s Code Number 


INSTRUCTIONS: Fill your code number and the date examination the above space. 
answered ink the provided sheets which the examination questions are printed. 
Additional notes ereferences any kind are not allowed. 


question. 
possession notes previous examinations. 
the supervisor whether completed not. 


Date Examination 


Questions must 
Carefully read each 
Candidates must not have 


the end the examination period all papers must handed 
time limit three hours allotted for this examination. 


RADIOTHERAPEUTIC ANATOMY AND PHYSIOLOGY 


MARKS 


Describe the axilla. 


MARKS 


State where secondary deposits from carci- 
noma the mid-portion the lower lip 
would most likely found. 


MARKS 


Describe the thoracic duct, and explain its 
function 


MARKS 


Describe and illustrate the mitosis cell. 


MARKS 


(a) cases advanced carcinoma the 
breast, there are three hormone produc- 
ing glands that are particular interest 
the endocrinologist treating the 
disease. Name them. 

(b) The crest the ilium landmark for 
what vertebra? 
(c) Where does the pituary gland lie? 


(d) Name the five principal organs the 
female reproductive system. 


N.B. 
PHYSICS THE SAME FOR RADIOTHERAPEUTIC 
AND RADIODIAGNOSTIC EXAMINATIONS 
(SEE PAPER DIAGNOSTIC EXAMS) 
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EXAMENS RADIODIAGNOSTIQUE, MAI, 1961 
CHAMBRE NOIRE 


POINTS 


POINTS 


Nommez les constituants chimiques fixa- 
teur expliquez leur action. 


POINTS 


Décrire briévement les causes des défauts 
suivants: 


(a) Film gris. 

(b) Impressions forme croissant. 
(c) Arborescence noire. 

(d) Réticulation. 

(e) Petites images blanches bien définies. 


(f) Grandes claires vers centre 
film. 


(a) Quel est but des écrans intensifica- 
teurs? 
(b) Enumérez les genres d’écrans intensifi- 
cateurs quant leur rapidité 
(c) quoi les écrans intensificateurs dif- 
férent-ils des écrans fluoroscopiques? 


POINTS 


Indiquez procéder pour s’assurer 
chambre noire. 


POINTS 


Indiquez briévement méthode rajeunis- 
sement révélateur par solu- 
tion appropriée. 


EXAMENS RADIOTHERAPEUTIQUE, MAI, 1961 
EXAMEN POUR L’INSCRIPTION 


SOCIETE CANADIENNE DES TECHNICIENS RADIOLOGIE 
PREMIERE PARTIE 


candidat 


INSTRUCTIONS: Inscrivez les renseignements 
employant uniquement les sur lesquelles les questions sont imprimées. 


tions fournies pour chaque question. 
soient. 


complétées non. 


examens doivent étre écrits 
attentivement instruc- 


pas permis d’écrire des notes des références quelque nature 
est défendu aux candidates copier avec eux aucune des questions 
fin période d’examen toutes les copies doivent 


étre remises surveillant, que les réponses soient 


Une période trois heures est pour 


ANATOMIE PHYSIOLOGIE 


(RADIOTHERAPEUTIQUE) 
POINTS POINTS 
Décrire 
(a) Dans les cas d’épithélioma avancés 
POINTS 


Indiquez trouvera tout probablement 
des localisations secondaires d’un épithélioma 
partie moyenne lévre inféfieure. 

POINTS 


Décrire canal thoracique expliquez 
fonction. 


POINTS 


Décrire illustrer les mytoses d’une 
cellule. 


sein, glandes endocrines qui 
intéressent tout particuliérement 
rinologiste dans traitement 
maladie, Quelles sont-elles? 


(b) créte iliaque sert point repére 
osseux pour quelle vertébrec 


(c) est glande pituitaire? 


(d) Nommez les principaux organes 
systéme reproducteur femme. 


N.B. 
PHYSIQUE EST MEME POUR EXAMENS 


RADIOTHERAPEUTIQUE DIAGNOSTIQUE 
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MAY, 1961, RADIOTHERAPEUTIC EXAMINATIONS 
RADIOBIOLOGY AND PROTECTION RADIOTHERAPEUTIC 


MARKS 


Discuss the effects radiation the body 
cell. 


MARKS 


Complete the following statements select- 
ing the correct answers, and mark the cor- 
responding letters your answer slip. 


(a) The effect radiation has cells under- 
going mitosis is: 


(a) Dependent upon the dose rate/time 
relationship. 


(b) Independent the dose rate-time 
relationship. 


(b) The lens the eye is: 
(a) Relatively sensitive irradiation. 
(b) Insensitive irradiation. 

(c) Malignant cells are likely have: 


(a) Less mitotic activity than normal 
cells. 


(b) More mitotic activity than normal 
cells. 


(d) area avascular the response 
radation is: 


(a) Increased. 
(b) Decreased. 


(e) The volume tissues irradiated: 


(a) Has effect the severity 
radiation sickness. 


(b) Has effect the severity 
radiation sickness. 


(f) The effect radiation the gonads 
may be: 


(a) Impaired fertility. 
(b) subsequent genetic effect. 
(b) sore throat. 


(g) Leucocytopeania is: 


(a) increase the total white blood 
cell count. 


(b) decrease the total white blood 
cell count. 


(c) vaginal discharge. 
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(h) Telangiectasia radiation change 

occurring some time after treatment 

which results in: 

(a) The dilatation terminal capillaries 
forming collateral circulation. 

(b) permanent depression the total 
blood count. 


(i) The generally accepted weekly tumour 
dose for deep seated lesions treated 
means external radiation lies the 
range of: 

(a) 100 500 rads. 
(b) 1,000 2,000 rads. 
(c) 4,000 5,000 rads. 
(j) The rad the unit of: 
(a) Absorbed dose. 
(b) Exposure dose. 
(c) Air dose. 


MARKS 


(a) Where can you find information about 
the maximum permissible doses radia- 
tion for those exposed occupationally, 
and for the general population? 


(b) Name three natural sources radiation. 


MARKS 


(a) Why advisable wear two ioniza- 
tion chambers rather than one? 


(b) Would you recommend 
handling radium should wear lead rub- 
ber aprons and gloves? Give reasons for 
your answer. 


MARKS 


Discuss the statement following: 
“While adequate shielding x-ray installa- 
tions can reduce the hazard, neither the de- 
sign shielding equipment can remove 
completely since working techniques play 
important part determining the radia- 
tion exposure both patient and operator.” 
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EXAMENS RADIOTHERAPEUTIQUE, MAI, 1961 


RADIOBIOLOGIE AND PROTECTION 


POINTS 


Parlez des effets des radiations sur les cel- 
lules somatiques. 


POINTS 


Complétez les énoncés suivants choisis- 


sant les réponses correctes indiquant 
les lettres correspondantes vos réponses. 


(a) L’effet des radiations sur les cellules 
mytose est: 


(a) Proportionnel par 
temps. 


(b) Indépendant par 
temps. 


(b) lentille est: 
(a) Relativement sensible aux radiations. 


(b) insensible aux radiations. 


(c) Les cellules malignes sont 
montrer: 


(a) Moins mytotique que les 
cellules 


(b) Plus d’activité mytotique que les 
cellules normales. 
(d) une région est dépourvue vaisseau, 
réponse aux radiations est: 
(a) Accrue. 
(b) Décrue. 
(e) volume tissu irradié: 


(a) Est proportionnel gravité 
mal des rayons. 


(b) N’a aucun rapport gravité 
mal des rayons. 
(f) L’effet des radiations sur les organes 
génitaux, sur les gonads peut-étre: 
(a) Une fertilité réduite. 
(b) effet génétique. 
(c) Une laryngite. 
(g) leucocytémie est: 


(a) Une augmentation nombre total 
globules blancs. 


(b) D’une diminution nombre total 
globules blancs. 


(c) D’un écoulement vaginal. 
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(h) Les télangiectasies sont des modifica- 
tions induites par les radiations qui 
produisent quelque temps aprés 
traitement, elles produisent sous 
forme de: 

(a) Dilatation des capillaires termino- 
forma circulation collatérale. 

(a) Une diminution permanente 
formule sanguine totale. 

(i) dose tumorale hebdomadaire géné- 
ralement acceptée pour les lésions pro- 
fondes traitées moyen radiation 
externe, est située entre: 


(a) 100- 500 rads. 

(b) 1,000 2,000 rads. 

(c) 4,000 5,000 rads. 
(j) rad est 

(a) does absorbée. 

(b) D’exposition. 

(c) dose dans 


POINTS 


(a) est-ce que peut recueillir les 


informations nécessaires quant dose 
maxima permise radiation chez ceux 
qui sont exposés normalement aux radia- 
tions pour population général. 


(b) Nommez cources naturelles radia- 
tion. 


POINTS 


(a) Pourquoi recommende-t-on porter 


chambres ionisantes lieu d’une? 


(b) Recommanderiez-vous aux persones 
manipulant radium porter tablier 
des gants plombs? votre 
réponse. 


POINTS 


Commentez suivant: 


“Bien que l’engainage protectif des installa- 
tions radiologiques puisse réduire les dangers, 
les méthodes des constructions gaines 
des appareils peuvent les éliminer com- 
plétement. Les techniques travail jouent 
manipulateur.” 
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MAY, 1961, RADIOTHERAPEUTIC EXAMINATIONS 
PART TWO 
TREATMENT PLANNING 


MARKS 


Explain BRIEFLY what meant the 


following terms: 

(a) Skin dose. 

(b) Percentage depth dose. 
(c) Bolus. 

(d) Wedge filter. 

(e) Radioactive half life. 


MARKS 


Explain the reason for using the Focal 
Tumour Distance rather than the Focal Skin 


Distance rotation therapy. 


MARKS 


What radiographic procedures might em- 


ployed assist the treatment planning of: 
(a) Carcinoma the bladder? 


(b) brain tumour? 


MARKS 


(a) What isodose curve? 


(b) what instance would advisable 
use bolus material when using super- 
voltage therapy? 


MARKS 


Outline reasons for the necessity treat- 


ment planning. 


APPLIED RADIOTHERAPEUTIC 
TECHNIQUE 


MARKS 


(a) What precautions should taken 
protect the eye when treating lesion 
the inner canthus the eye? 


(b) Describe what instructions you would 
give the patient 


(a) During the treatment. 


(b) During the reaction period. 


MARKS 


What beam directional devices might used 
the treatment pituitary tumour? 


MARKS 


radiation therapy, were present himself 
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subsequent his treatment with very 
much more marked reaction than had been 
anticipated, give some the reasons that 
might responsible for the condition. 


MARKS 


Describe the treatment for carcinoma 


the lower lip by: 


(a) radium needle implant. 


(b) x-ray therapy. 


MARKS 


(a) what materials radium usually en- 


cased the needle and tube form? 


(b) What governs the choice material? 
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EXAMENS RADIOTHERAPEUTIQUE, MAI, 1961 


DEUXIEME PARTIE 


PLAN TRAITEMENT 


POINTS 


par les termes suivants: 
(a) Dose peau. 


(b) Dose pourcentage surface 
depth dose. 


(c) Bolus. 


(d) Filtre coin (filtre cunéiforme) 
(Wedge filter). 


(e) Demi-vie radioactive (demi-période 
radioactive). 


POINTS 


foyer tumeur lieu foyer peau cyclo 


POINTS 

Quel procédé radiographique 
utilisé les plans traitement de: 
(a) Epithélioma vessie. 


(b) Tumeur cérébrale. 


POINTS 


(a) Qu’est-ce qu’une courbe isodose? 


(b) Quand indication d’utiliser les 
substances absorbantes (bolus) dans les 
traitements haut voltage? 


POINTS 


Indiquez pourquoi est nécessaire d’établir 
plan traitement. 


TECHNIQUE RADIOTHERAPIE 


POINTS 


(a) Quelles précautions faut-il prendre pour 
protéger cours des traitements 


(b) Indiquez les soins enseigner patient 
quant région traitée: 


(a) cours traitement. 
(b) cours période réaction. 


POINTS 


Quels sont les moyens centrage que 
peut utiliser (beam directional devices) 
cours traitement des tumeurs pituitaires. 


POINTS 


patient qui subi une série traite- 
ments radiothérapie devait présenter 
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suite son traitement montrer une 
réaction beaucoup plus marquée qu’il n’avait 
été prévu, quelles pourraient étre les 
raisons? 


POINTS 


inférieure par: 
(a) Les implantations radium. 
(b) Radiothérapie. 


POINTS 


(a) Quel matériel utilise-t-on pour encap- 
suler radium sous forme d’aiguille 
tube? 

(b) Qu’est-ce qui détermine choix ces 
matérieux? 


PROVINCIAL NEWS—BRITISH COLUMBIA 


Continued from Page 156 
2nd Vice-President—Miss Turigan, 


Victoria. 


Treasurer—Mr. Barnes, R.T., New West- 
minster. 


Dancing the Connaught Room completed 
very successful and enjoyable convention. 


The following morning members met for 
special meeting designed discuss the find- 
ings the “Investigative Committee Per- 
sonnel Policies”. This committee was em- 
powered continue their work and try and 
form Liaison Council with the B.C. Radiolo- 
gists. This committee prepare and present 
detailed recommendation Personnel Poli- 
cies; recommendations applied behalf 
R.T.’s working B.C. 


NEWS THE MAINLAND 


The April monthly meeting was held the 
Vancouver General Hospital. The business 
the moment pertained mainly the Annual 
Meeting. were given and was gen- 
erally agreed that was very successful meet- 
ing spite rather disappointing number 
members who attended. 


Mr. Saunders then introduced the speaker 
the evening, Miss Beverly Payne, 1958 
graduate the V.G.H. Miss Payne gave 
very interesting talk and demonstration the 
use the Picker Unit for Processing 
and the use the Poloroid-Land camera for 
making slides radiographs used 
illustrating lectures. The Poloroid Unit for 
Processing illustrates another the marvels 
modern day equipment and its varied uses. 


The staff Grace Hospital were hosts for 
the May monthly meting. The resolutions 
presented the Dominion Annual Meeting 
were presented, discussed and voted on. 


Considerable discussion followed about the 
forthcoming Graduation Ball held 
23rd. hoped that large number 
will present wish the new “Grads” well. 


new pledge was presented which will 
replace the one used previous functions 
which had received considerable unfavourable 
criticism. More discussion this topic will 
probably come Provincial Meeting. 


When the business the evening was com- 
pleted, Mr. Hawley, G.E., gave very 
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clear illustrated talk the 
X-ray Machines”. 


“Calibration 
The evening ended 
light vein with friends meeting and enjoying 
coffee and cakes. 


beautiful summer evening the country 
was the setting for the last Mainland meeting 
until the Miss Dunbreck was hostess 
the Surrey Memorial Hospital June 14th. 

short business session opened the meeting 
which was followed very interesting topic 
presented Mr. Thompson. 


“INSTITUTE ADVANCED 
TECHNOLOGY” PROJECTED 


Our speaker, who technical training chair- 
man and C.S.R.T. representative the B.C. 
Radiological Advisory Council Training Com- 
mittee, spoke about the new school which 
built here under the name the 
tute Advanced Technology.” have just 
been made aware that space will made avail- 
able for x-ray technician training desired. 
The subject was given great deal discussion 
with the conclusion that centralized technician 
training has always been interest our 
Society and would step forward accept 
the offer. The project only the planning 
stage and lot study and discussion will take 
place preparation for such important step. 


MAINLAND GRADUATION 


The evening June 23rd was the graduation 
the Mainland technicians. lovely banquet 
the Vancouver Lawn Tennis Club was fol- 
lowed the presentation pins, special 
awards, and the taking the pledge the new 
graduates, 


DERRALD THOMPSON BECOMES 
ADMINISTRATOR 


surprise announcement was made when 
Mr. Derrald Thompson was presented with 
lovely desk pen and holder appreciation for 
all the work has done for the X-Ray Society. 
Derrald leaving the x-ray fold and taking 
his new position administrator the hospital 
Quesnel, B.C. This very hard working mem- 
ber will missed very much but all wish 
him well his newly chosen career. 

Dancing followed the banquet and ceremonies, 
completing most enjoyable evening. 


—(MRS.) BETTY McVEA, R.N., R.T., 
Focal Spot Representative. 
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NEWS ITEMS FROM THE PROVINCES 


MANITOBA DIVISION, C.S.R.T. 


PLACEMENT BUREAU 


WM. DOERN, JR., R.T. 
Winnipeg General Hospital 


Radiologists and Technicians are invited 
use this service. 


MANITOBA STUDENT BODY 
PROGRESS REPORT 


keeping with the rapidly developing 
interest organized student bodies the 
C.S.R.T.—and tribute the Manitoba 
group which has recently concluded another 
highly successful propose review 
the highlights the Manitoba Student Body 
the past. 


The earliest recorded minutes available are 
dated November, 1958. Twenty-five members 
attended the incoming president, Bill Doern, 
Jr., accepted the office from Beverly Finney. 
keen group did much assuring the future 
success this Student Body during the 1958- 
1959 season. Miss Pat Lyons attended the 
Kingston Convention Student Representa- 
tive, having won the honour means 
essay competition. Such practice now 
annual event. 


Neil Alexander held the office president 
during 1959 and 1960. September, 1960, 
Orval Stocks was elected and served this past 
season. The October monthly meeting was 
held Deer Lodge Hospital. Les Allen was 
appointed representative the Graduation 
Committee. Preliminary planning was done for 
the graduation, and the initial idea holding 
smorgasborg and dance the Royal Alexandra 
was eventually carried through. General Hospi- 
tal’s Grant Milne, who won the trip Edmon- 
ton with his essay earlier, gave interesting 
account the doings convention through 
the eyes student. The well known and 
widely distributed coloured film Lumbar 
Radiography was viewed and discussed before 
lunch finally climaxed the evening. 


The Focal Spot, 1961, No. 


St. Boniface Hospital hosted the November 
meeting. Business included the decision carry 
with the Student News Letter. Dress for 
graduation was decided on, even colour 
the corsages. Means selecting valedic- 
torian were discussed and the decision made 
hold another essay contest, with prizes including 
the convention trip, and second and third prize 
cash awards $50.00 and $35.00. prize win- 
essay, “Radiography Injuries the Face 
and Neck,” was read Donald Dyck. Lunch 
the x-ray department was served only after 
the viewing some awesome “film flubs” 
arrayed advance for the occasion. 


The students moved over Children’s Hos- 
pital for their December meeting. Thirty-six 
members were hand hear report from 
the editor the Student Year Book. “The 
Spectrum” was decided the name for this 
monumental edition. display 
radiographs and lunch, both washed down with 
coffee, terminated things. 


January 19th the students forsook the 
grim and tiresome duties business and 
boarded bus masse for Lockport, where 
tobogganing and such other things young 
people helped knit them into still closer 
group. 


February 22nd, the Mount Carmel Clinic. 
Main item apparently was the pleasant rehash- 
ing all that went the graduation 
and ball. This went off great style, thanks 
the students themselves, and fine commit- 
tee headed Miss Smith, R.T., Mr. 
Penley and Mrs. Nolan, R.T. Valedictorian 
was Miss Lenore Doern. The president almost 
had stand during graduating ceremonies. 
After all the other grads had trouped down the 
aisle and found their places the front rows, 
Orval Stocks was left the cold until 
scrounged chair from another section. 


Mr. McGee spoke Image Intensification 
the March meeting. This was Misericordia 
Hospital. The drafting student constitution 
came for discussion, and accounting 
Year Book finances revealed the pleasant fact 
that the final writing would not have 
“red.” this time was also decided that 
copies said book would made available 
for scrutiny the Montreal convention. 
clever skit and lunch served the Misericordia 
x-ray students ended this meeting fine style. 


The season proper came end April 
3rd Victoria Hospital. Guest speaker was 
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NEWS ITEMS FROM THE PROVINCES 


Dr. Wheeler who spoke Opaque Media. 
Dr. Wheeler the lecturing staff for many 
the students the south section town, 
quite well known for his speaking ability 
both student and R.T. level. Finalization the 
suggested Student Rules and Regulations, 
presented for approval the Manitoba Divi- 
sion monthly meeting, took place. Not having 
express permission outline these regulations 
full, will deal very briefly with some the 
basic rules. The executive made 
body known the Student Council. Compris- 
ing two members from each accredited training 
centre (one junior and one senior student), this 
body acts nominating committee for the 
president among other duties. Actual officers 
are president and secretary, with R.T. acting 
liaison officer between both sides. petty 
cash account voted over the student secre- 
tary take care the publication the 
Student News Letter and such matters. 


Number regulation sums the objects 
this body: “The responsibility the Student 
Council whole shall bring the student 
body generally into closer relationship with 
the C.S.R.T. and generate interest the 
student body the affairs and dealings all 
kinds undertaken the C.S.R.T., nationally 
and provincially.” 


And so, with the students’ activities over for 
the year, except for the recent graduates who 
can now join the rest the “happy” pur- 
suit wealth the field radiography, 
will get back the past couple Division 
meetings. 


The April affair was held the finest D.V.A. 
Hospital Central Canada, namely, Deer 
Lodge. Mr. Allison, R.T., gave the second 
series two talks Civil Defence. Some 
the grim facts aired this time shook the 
lethargy momentarily out many members. 
Accompanying coloured film demonstrated the 
production atomic power clearly that one 
was impressed with the very little actually 
knows this phenomenon. 


crest was presented Gail Smith, R.T., for 
her work the past successful graduation 
exercises and ball Alex Roh, R.T., who has 
headed the local Placement Bureau for num- 
ber years, relinquished this post due the 
pressure travel. Mr. Bill Doern, Jr., takes 
over the all-important job. 
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The final pre-convention meeting took place 
The Medical College May 17th. For this 
session were fortunate having Mr. 
Hunter guest speaker. This ex-teacher, ex- 
principal, ex-civil servant, etc., executive sec- 
retary the Civil Servants Manitoba 
Employees’ Association. How many you can 
boast title half that long? Mr. Hunter out- 
lined the methods used evaluating people for 
employment and promotion. 
able 
salary comparisons. 


Much very valu- 
information was passed 
This interesting subject 
took almost the entire evening, and some 
left feeling quite optimistic about the future; 
while the other hand, Mr. Hunter convinced 
that maybe little more effort could 
mustered everyday employment. According 
Mr. Hunter, fine “give me, give 
me, give me” employee, providing the request 
“zive, give, give” return. 


Business squeezed after this explosive sub- 
was put aside, included the decision how 
our delegate, Miss Marion Nagelstock, should 
take stand our behalf concerning the two 
resolutions coming Montreal. 


Student liaison officer Bill Doern put the 
Student Regulations before the general meeting, 
and they were accepted sound. draw was 
made, with four fine prizes going here and there; 
but more important, money after expenses 
assures that student will make the trek 
Montreal (or she) can write good 
enough essay the meantime. Besides this, 
enough for good second and third cash awards 
and nucleus hand for next year. only 
could make budget work that way! 


Many more things were discussed, mainly 
interest Manitobans only, and the clerk 
demanding his typewriter back, I’d better 
knock off for the summer, seems cus- 
tomary wish all happy summer, happy 
summer you, and like the Bombers, will 


most likely back the fall. 


—MURRAY LUNN, R.T. 
Focal Spot Representative. 
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ONTARIO SOCIETY 
RADIOLOGICAL TECHNICIANS 


PLACEMENT BUREAU 
MRS. MARY CAMERON, R.T. 
318 Shoreview Ave. 
Aldershot, Burlington, Ont. 


Radiologists and Technicians are 
invited use this service. 


TWENTY-SIXTH 
ANNUAL MEETING 


The annual meeting the Ontario Society 
Radiological Technicians was held this year 
the Princess Margaret Hospital, Toronto, 
starting 10.15 am. Saturday, May 27th, 
under the chairmanship Mr. Kenneth Hall, 
President. 


Mrs. Mary Cameron, Secretary, stated that 
the election procedure would proxy and 
that this year had seen the largest proxy vote 


the history the Society, with 111 proxies 
turned in. 


Comprehensive reports the various com- 
mittees had been printed and distributed the 
members. The report the Executive 
Director, Mrs. Cameron, gave the total Ontario 
membership, including 354 students, 1,122, 
increase 148 over 1960. 


After adjournment for lunch the hospital 
cafeteria, the meeting continued with panel 
discussion “The Radiological Technician 
Ontario—1961.” Mr. John Flanagan, R.T., was 
Moderator and the Panelists were Mr. Harold 
Dillon, Ontario Hospital Association; Mrs. 
Dorothy Ferguson, High Guidance 
Counsellor; Wm. LaCroix, Section 
Radiology, Ontario Medical Association, and 
Mr. Ken Hall, R.T., President the Ontario 
Society and Technical Supervisor, Ottawa Civic 
Hospital. Numerous facets technical affairs 
were discussed but regret that space does 
not allow their reporting here. Audience 
response was active. One the matters dis- 
cussed length was the Grade XIII require- 
ment for students passed the 1960 annual 
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meeting. This matter was placed vote later 
the afternoon and somewhat narrow 
vote, including proxies, was decided suspend 
the operation this clause for the time being, 
although possible that individual schools 
may still require it. Any student commencing 
x-ray training 1961 1962 will now have 
present evidence having minimum second- 
ary school graduation diploma with four options, 
inclusive Science and Mathematics, the 
equivalent thereto. 


Nominations for the Board Directors were 
unusually numerous, seventeen members aspir- 
ing the six positions. After the ballots were 


counted the following were elected the new 
Executive: 


Mr. John Flanagan, Kingston; Mr. Leslie 
Fox, Brantford; Miss 
Kingston; Mr. Edwin Lidkie, Toronto; Miss 
Adeline London, and Mr. 
Edmonds, St. Catharines. 


1962 there will joint Ontario-New 
York State Convention Buffalo the fall. 
However the annual meeting must held 
Ontario will held conjunction with 
Central Section meeting May June, The 
1963 Convention will held Ottawa. 


The meeting adjourned about p.m. and re- 
assembled the Lord Simcoe Hotel the 
evening for the annual banquet and dance. The 
guest speaker was Dr. McGee, Radiologist 
the Toronto East General Hospital, who 
spoke entertainingly the lighter side his 
recent visit Japan. number attractive 
gifts donated commercial x-ray firms were 
won lucky members draw following the 


banquet. Dancing was then enjoyed till 
midnight. 


CENTRAL SECTION 


The Central Section the O.S.R.T. held its 
monthly meeting the Chedoke General and 
Children’s Hospital Hamilton March 30th. 


The meeting opened with few words wel- 
come Dr. Ewart, Chairman the Hamilton 
Health Association. 


The highlight the meeting was the presenta- 
tion certificates the Radiological Physics 
Class Mr. Ray Fujimoto. This class con- 
sists students from many parts the Section 
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—Oshawa, Woodstock, Brantford and Willow- 
dale—and has been under the organization and 
leadership Mr. Fujimoto. 


word was directed the students Mrs. 
Mary Cameron, Executive Secretary-Treasurer 
the O.S.R.T. 


Dr. Hodge, Radiologist the Chedoke Hos- 
pital, gave illustrated talk kidney diseases 
cause high blood pressure. 


The meeting closed with tour the x-ray 
department, and refreshments were served 
the cafeteria. 


The monthly meeting the Central Section 
was held the Toronto Western Hospital, 
April 28th, with good representation tech- 
nicians from all parts the Section attending. 


The meeting was opened Mrs. Mary 
Cameron the absence the chairman. Mrs. 
Cameron spoke briefly the arrangements for 
the forthcoming annual meeting the Princess 
Margaret Hospital Toronto May 27th 


The first speaker was Dr. Gardiner, Staff 
Radiologist the Western Hospital, who, with 
the help films, showed the use cine radiog- 
raphy cardiovascular work. Here showed 
the work now being accomplished and also the 
bright outlook for further work this field. 


Mr. Allen Crooks, second year student the 
Western Hospital, spoke the method used 
the hospital the correction Parkinson’s 
disease. With the aid films taken Western 
several case histories were demonstrated. 


Mr. Lapans the Western Hospital then 
gave report some the work had been 
doing the field micro radiology. 


The meeting closed with lunch the cafeteria 
and tour the department. 


The closing meeting the season the 
Central Section was held the Kitchener 
Waterloo Hospital, Kitchener, Ont., June 
7th, 1961. 


The meeting opened with words welcome 
being extended Mr. Cox, Assistant Super- 
intendent, and also Dr. George the 
Radiologist. 


paper entitled “Arterial Transplants” was 
given Dr. Stephens. 
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film “Just Four Minutes” was shown, 
courtesy the Winthrop Laboratories. 


The elections officers for the coming 
season was held and Miss Ruth Waechter was 
reappointed section chairman. Mrs. Cameron 
then gave summary the annual meeting 
held the Princess Margaret Hospital 
Toronto. 


The meeting closed with lunch and tour 
the department. 


—JOAN DUNCAN, R.T., 
Secretary, Central Section. 


EASTERN SECTION 


meeting the Eastern Section the 
Ontario Society Radiological Technicians was 
held March Ist, 8.30, the new Educational 
Hall Belleville General Hospital. 


Elliott, Radiologist Belleville General 
Hospital, was the guest speaker, and his subject 
was “Intravenous Dr. 
Elliott stressed the importance perfect timing 
films this special procedure. 


Gail Robinson, student technician Belle- 
ville General Hospital, presented paper 
“Radiography the Knee Joint.” 


Miss Bolster, R.T., moved vote thanks 
the staff Belleville Gentral Hospital. 


motion adjournment was made 
Norman Robinson, R.T., and seconded Sister 
Mary Vincentia, R.T. 


Following adjournment, lunch was served 
the cafeteria. 


The final meeting the Eastern Section 
the Ontario Society Radiological Technicians 
was held April 26th the Jeanne Mance Nurses’ 
Residence, Hotel Dieu Hospital, Kingston. 


The minutes were read and approved and the 
financial statement read. 


The guest speaker, Dr. Beattie, 
radiologist Hotel Dieu, gave most interest- 
ing Myelography. Ellen Donahue, 
also Hotel Dieu, presented paper the 
history and development x-ray tubes. 


Sister Mary Rodriguez, R.T., Chairman, 
reminded members the O.S.R.T. Annual 
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Meeting May 27th Toronto, and also the 
International Convention Montreal June. 


Nominations officers took place with Mr. 
Art McIntosh Belleville General Hospital 
elected Chairman and Miss Geraldine Ing- 
man, also Belleville, Secretary-Treasurer. 
The night meeting for the next season was 
changed Thursday. Milne, R.T., 
(Kingston General Hospital), Bennett 
(Brockville General), Maureen 
(Belleville General), and Sgt. Strovich, 
(C.F.H.) were nominated Programme Com- 
mittee for the coming year. 


Judging exhibits took place with Ben- 
nett Brockville winner R.T. class, and 
Frieda Bird, Hotel Dieu, student 
class. 

Following adjournment, luncheon was served. 


—(MRS.) ANNE SHERLOCK, R.T., 
Focal Spot Representative. 


OTTAWA SECTION 


The Ottawa Section the Eastern Division 
the O.S.R.T. held their final meetings the 
Ottawa General Hospital and the Ottawa Royal 
Sanatorium respectively. Total attendance for 
these meetings was eighty-three. 


Officers for the 1961 season were elected, 
with Mr. Jim Scott, R.T., Chairman, and 
Miss Sagan, R.T., Secretary-Treasurer. 


Subjects reviewed and discussed these 
meetings were: 


(1) Myelography—Dr. Hurley. 


(2) H-Bomb and Emergency Health Service 
—Dr. Frayer, Mr. Waters. 


Mr. Scott, Chairman, urged all members 
support and attend the International Conven- 
tion held Montreal, June 24th June 
29th, 1961. 


—JEANNE SAGAN, R.T., 
Secretary-Treasurer, Ottawa Section. 


LAKEHEAD SECTION 


The March meeting the Lakehead Section 
the Ontario Society Radiological Techni- 
cians was held McKellar Hospital, Fort 
William. 
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Mr. Jim Whatley pointed out that resolution 
had been passed the recent Ontario Annual 
Meeting concerning the admission requirement 
for student membership. has been resolved 
that the effective date requiring grade 
thirteen certificate has been postponed until 1963. 


result Mr. Komaryk’s suggestion 
plan our meetings beforehand, programme 
committee was set consisting one member 
from each hospital. was approved the 
members and this will carried out the 
forthcoming meeting. 


Regarding the meetings was felt that 
should have programme which would benefit 
both the student and the registered technician. 


Mr. Lomaryk showed some very interesting 
slides which had taken out West. 


The meeting was adjourned and lunch was 
served, 


The May meeting the Lakehead Section 
was held the General Hospital, Port Arthur. 


discussion was held concerning the proxy 
vote the forthcoming election. 


Because poor attendance the scheduled 
mock hip-pinning was cancelled. 


society wiener roast was planned for June 
17th, 1961. 


The meeting was adjourned and lunch was 
served. 
—ROGER LEBLANC, 
Focal Spot Representative. 


NORTHERN SECTION 


Twenty members the Northern Section 
were Parry Sound the 27th May, for 
the meeting the Section. 


Mr. Ronald Slater, Administrator the 
Parry Sound General Hospital, welcomed the 
group this beautiful hospital, opened year 
ago. 


Dr. Palmer gave lecture “Patient, 
Technician and Physician Relationship.” Many 
radiographs were shown, demonstrating the 
importance good x-ray examination. 


film Radiation Effects and Protection 
was also shown, after which some comments 
were given the Radiologist, Dr. Curie. 


The business session opened the reading 
the minutes which were adopted read 
Mr. Minorgan. 


PROVINCIAL NEWS—ONTARIO 


The acting chairman the evening, Mrs. 
Roeser, suggested that the date the next 
meeting September 23rd, Sudbury 
Memorial Hospital. She reminded the group 
that the election officers the Section would 
take place then. Two papers are being arranged 
for this forthcoming meeting. 

Mr. Durette gave report the Annual 
Meeting held Toronto the same day. 

delicious buffet lunch was served the 
hospita! dining room. 


—GERTRUDE 
Secretary-Treasurer. 


ANNUAL REPORT THE NORTHERN 
SECTION ONTARIO SOCIETY 
RADIOLOGICAL TECHNICIANS 
May, 1960 May, 1961 


First Meeting: June 11th, 1960, St. Joseph’s 
Hospital, Elliot Lake, Ont., seventeen members 
present. 

Speaker: Dr. Donald Crang, Radiologist from 
Sudbury. 

Topic: Intravenous Cholangiography. 

Film: “Principles Electricity.” 

SECOND MEETING: September 24th, 1960, 
St. Joseph’s Hospital, North Bay, Ont., twenty- 
nine members present. 

Speaker: Mr. Dick Robinson, Technical Rep- 
resentative Canadian Kodak Sales Limited, 

Topic: The Processing Cycle. 

Film: “The Inside Story.” 

Election New Officers: Chairman, Mr. 
Durette, R.T., Sudbury; Vice-Chairman, Mrs. 
Noreen Roeser, R.T., North Bay; Secretary, 
Miss Martineau, R.T.(R.), Sudbury. 

was decided that the future, the election 
officers would take place the September 
meeting and the officers would take over the 
following meeting. 

Third Meeting: November 26, 1960, General 
Hospital, Sudbury, twenty-five members present. 

First Speaker: Dr. Michaud, Surgeon, 
Sudbury. 

Topic: Bronchographic Examinations. 

Second Speaker: Miss Murphy, R.T., 
Memorial Hospital, Sudbury. 

Topic: Technicians and Patients Relationship. 

Fourth Meeting: April 8th, 1961, Civic Hos- 
pital, North Bay, twenty-six members present. 

First Speaker: Dr. Ross, General Practitioner 
North Bay. 

Topic: Chest Radiography. 

Second Speaker: Miss Gail Cooper, Senior 


198 


Student, St. Joseph’s Hospital, Sudbury. 
Topic: General Principles Therapy. 
Registered Technicians voted proxy for the 

Educational Standards. 

The matter organizing Refresher Courses 
the Northern Region was discussed. Every 
member present agreed that very good solution 
would that lecturer could attend the sec- 
tional meetings, these are held four times year, 
That way, more people would have the oppor- 
tunity benefit from such project. 


—GERALD DURETTE, R.T., 
Chairman. 


—GERTRUDE 
Secretary. 


SISTER SPENT YEARS 
HOSPITAL WORK 


TORONTO—After illness five weeks, 
Sister Carmela, esteemed member St. 
Joseph’s Community, died St. Michael’s 
Hospital. Forty-one years her religious life 
has been spent the X-Ray and Laboratory 
departments that institution, and her work 
had been carried most efficiently, whether 
the old units the basement the original 
building the modern department the 
fifth floor the wing facing Victoria Street. 

Sister Carmela, secular life Lucy Fischer, 
was born Maryhill, Ontario. 1914 she 
entered the Community the Sisters St. 
Joseph Toronto. 


1916, she was sent St. Michael’s Hos- 
From that time until her death, with 
the exception six years spent Superior 
Our Lady Mercy Hospital Sunnyside 
Avenue, she was associated with St. Michael’s 
Hospital, and contributed small measure 
its growth and development. Superior 
Our Lady Mercy Hospital, Sister 
Carmela’s kindness and patience were remark- 
able. 


supervisor X-Ray, Superior Mercy 
Hospital and Supervisor the Out Patient 
department her return St. Michael’s 
1959, Sister Carmela had countless opportunities 
exercising charity, opportunities which she 
never failed utilize. 

Sister Carmela joined the Ontario Society 
Radiographers one the initial members, 
and remained active member until her death. 
Throughout, Sister was ardent supporter 
the activities the Society. 
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THE QUEBEC SOCIETY 
MEDICAL RADIOLOGICAL 
TECHNICIANS 


TWENTIETH ANNUAL MEETING 


The annual meeting the Quebec Society 
was held the Royal Edward Laurentian Hos- 
pital May 13th, 1961. After Sister Judith 
Marie thanked the staff that hospital for the 
privilege holding our meeting there, Mr. 
Joseph Pavlin, St. Jeanne d’Arc Hospital, 
told about the new filter which has 
evolved. Mr. Pavlin has been experimenting 
with this for over two years, and the lower 
MAS and higher possible with this alumi- 
num filter, will great benefit our pro- 
fession. Archie Wilkinson gave resumé 
this English. Reports the executive 
were given for the past year. Sister St. 
Monique, from Quebec City, gave brief report 
that Section’s activities, 


Archie Wilkinson gave brief report 
C.S.R.T. activities and last-minute plans for the 
International Convention June. 


The new executive for the coming year were 
then introduced: 


President—Mr. Donald Fisk. 

Vice-President—Miss Germaine Pothier. 

Secretary—Miss Agathe Desjardins. 

Treasurer—Miss Cecile Leclerc. 

Registrars—Miss Yvonne Lord and Miss 
Louise Corbeil. 


Fisk, our new President, welcomed the 
incoming executive, then presented the outgoing 
President, Sister Judith Marie, with pair 
initialled book ends, token appreciation 
for her hard work this past year. 


Claire Belanger has been appointed our rep- 
resentative the Committee des Hopitaux 
Quebec. 


Lena Freeman, Queen Mary Veterans’ 
Hospital, the proud owner Renault 
Dauphine, won lucky sales-slip, one 
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PROVINCIAL NEWS—QUEBEC 


our shopping centres. She now taking driv- 
ing lessons and expects have exciting 


Dr. Morgan, one the first surgeons 
Canada use x-ray private practice 
Canada, has been made honourary member 
the Canadian Association Radiologists. 


Now his ninety-fourth year, and living 
retirement Montreal, Dr. Morgan began tak- 
ing x-rays patients his Montreal office 
1906. Later, Dr. Morgan became the roent- 
genologist the Homeopathic Hospital 
McGill College Ave., and became consultant 
the hospital when moved Marlowe Ave. 
1927, where now known the Queen 
Elizabeth Hospital. 


—EDWINA BOA, R.N., R.T., 
Focal Spot Representative. 


QUEBEC CITY SECTION 


general meeting was held the Hotel Dieu 
Quebec City March 25th, 1961. There 
were seventy members present, ten these 
coming from Montreal. 


Sister Monique gave the assembly warm 
welcome before she introduced Dr. 
Lapointe, Radiologist that hospital, Dr. 
Lapointe spoke “The Urinary Tract” and 
stressed the need and value consistent tech- 
nique filming intravenous and retrograde 


Mr. Paul Poitras, R.T., the x-ray staff, pre- 
sented paper “Radiography the Middle 
slides and projected films. 


three o’clock the assembly adjourned the 
cafeteria for coffee break, then resumed the 
meeting. 


request was presented that Quebec City 
section should officially formed 
Quebec Province Society. This was unanimous- 
approved and accepted. 


Following this, Dr. Jean discussed the 
needs and aims the Quebec Society and 
explained each section the Provincial Bill 
which presented the Quebec Legis- 
lature April 13th. 
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After this explanation and discussion with the 
group, everyone had much clearer view the 
Society whole, and feel that energetic 
branch off good start. 


Catherine Rowlands was married Dr. Eric 
Millar March. Our best wishes the 
happy couple. 


PIONEER RADIOLOGIST PASSES 
Dr. Colin Ross, 
diagnostic radiologist, died recently, after long 


prominent Montreal 


illness. 


Born Sudbury, Ontario, 1882, Dr. Ross 
was educated Westmount Academy and 
McGill University. 


After interning the Western Division the 
Montreal General Hospital, Dr. Ross entered 
private practice 1911, and began specialize 
radiology 1918. 


1929 opened his own laboratory, and 
practised there until his retirement 1954. 

Dr. Ross was awarded certificate diag- 
nostic radiology the Royal College 
Physicians and Surgeons Canada, 1954. 


—EDWINA BOA, R.N., 
Focal Spot Representative. 


SOCIETE DES TECHNICIENS 
RADIOLOGIE MEDICALE 
QUEBEC 


L’Assemblée Annuelle Province 
Québec s’est tenue Royal Edward 
Laurentian, mai 1961. 


Aprés que Sr. Judith Marie eut remercié les 
Membres privilége qu’ils 
nous avaient accordé tenir notre réunion 
dans leur Mr. Joseph Pevlin, R.T., 
nous parla nouveau filtre qu’il était pré- 
parer afin réduire encore d’avantage les 
dangers radiation. 


Mr. Archie Wilkinson donna anglais 
résumé cette conférence. 
Les rapports écoulée furent donnés 
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Sr. Ste-Monique Québec fit aussi court 
résumé des activités cette Section. 


Mr. Archie 
derniers préparatifs pour Convention 


Wilkinson nous fit part des 


Internationale qui doit tenir Montréal 


nouveau Conseil exécutif compose 
comme suit: 


Mr. Donald Fisk 
Melle Germain Pothier 
Melle Cécile Leclerc 
Melles Yvonne Lord 


Louise Corbeil 


Mr. Fisk, notre nouveau Président, souhaita 
bienvenue Conseil exéutif nouvellement 
élu présenta Sr. Judith Marie des appuis- 
livres comme témoignage gratitude pour tout 
travail qu’elle avait accompli durant 


Melle Claire Bélanger été nommée notre 
représentante Comité des 
Québec. 


Melle Lena Freeman est joyeuse gagnante 
d’une automobile Renault Dauphine, d’un Centre 
d‘Achat. Elle commence donc prendre des 
vacances. 


Dr. Morgan qui fut des premiers 
chirurgiens Canada utiliser radiographie 
pratique privée été fait Membre Honoraire 
l’Association Canadienne des Radiologistes. 
Dr. Morgan commenga prendre des radio- 
graphies son Bureau 1906. 


Plus tard, devint radiologiste 
situé sur McGill. 
demeura consultant méme lorsque 
fut transféré sur l’avenue Marlowe 
1927 qui est maintenant connu sous nom 
Queen Elizabeth. 
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SASKATCHEWAN SOCIETY 
X-RAY TECHNICIANS 


PLACEMENT BUREAU 


MR. JOHNSTON, R.T. 
University Hospital 


Saskatoon, Sask. 
Radiologists and Technicians are 
invited use this service 


SASKATOON BRANCH 


Mr. Gordon Hughes has been kept busy 
Saskatchewan during the past few months. 
took the members this Branch trip 
through the Kodak Industries way film 
entitled “The Inside Story.” particular 
interest the technicians was the care with 
which the x-ray film manufactured for very 
well known reasons. The March meeting also 
heard paper “Nursing Essentials” Miss 
Lois Isaac, student the University Hospital. 


April, Turkey was the topic interest 
Dr. Berelgin, radiologist St. Paul’s Hospital, 
proudly displayed his native country film. 
The discussion comparative customs which 
followed probably did great deal, small 
scale, towards promoting favourable interna- 
tional relations through knowledge and under- 
standing. 


Dr. MacDonald spoke venograms 
and arteriograms the May meeting. film 
heart catheterization was also much appre- 
ciated. During the past year, the papers given 
the students and the local meetings 
were entered competition. The judges, com- 
posed Mr. Wilf Hildebrandt, Mrs. Gloria 
Carberry, and Miss Phyllis Uchman, chose Miss 
Doris Bykowy St. Paul’s Hospital, the 
winner the student class. 
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SASKATOON BRANCH 
GRADUATION DAY 


Sunday, May 14th, was memorable day 
for our x-ray students, when the 
Graduation Exercises for this year were held 
Ellis Hall, University Hospital. The gradu- 
ates looked very attractive their crisp white 
uniforms and rose corsages. The platform was 
decorated with flowers and ferns and the Crest 


the Saskatchewan Society X-Ray Tech- 
nicians. 


Mr. Chuck Johnson, President the Section, 
chaired the event which was truly memorable 
for the seven lovely ladies graduating. 


Dr. Swanson, Director the Univer- 
sity Hospital, welcomed the graduates and 
friends the Fifth Annual Graduation Exer- 
cises, remarking that the day which had dawned 
brightly augured well for their success 
their chosen career. 


his address the graduates, Dr. Michael 
Smart, Radiologist from University Hospital, 
commented the rapid progress the Science 
Radiology since x-rays were discovered 
Professor Roentgen. 


The main theme Smart’s address 
the graduates was the importance the per- 
sonal touch the technicians their handling 
patients. Emphasis this becoming 
increasingly necessary the progressive 
improvements the technical equipment used 
are permitting the radiologists have less per- 
sonal contact with the patients. The develop- 
ment the television viewing during fluor- 
oscopy extreme step this direction, 
resulting the placement more responsi- 
bility the shoulders the technician. 


The students were presented with Diplomas 
their Radiologists: Dr. Becker for 
St. Paul’s Hospital, Dr. Bray for City Hos- 
and Dr. Smart for University 
Hospital. 


Those graduating were Miss Kay Rutherford 
from St. Paul’s Hospital, Miss Phyllis Wasyly- 
shyn from City Hospital and Misses Alice 
Marble, Janice Bradley, Pearl Owens, Lois 
Isaac, Esther Lessmeister, all from University 
Hospital. 
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PROVINCIAL NEWS—SASKATCHEWAN 


The students were led the Technicians’ 
Pledge Mr. Robert Dill, R.T., the Student 
Secretary for Saskatchewan. Rev. Green- 
away pronounced the Benediction. 


Miss Janice Bradley, the University Hos- 
pital, voiced the thanks the class all who 
had helped them along the way and offered 
werd encouragement her fellow graduates. 
Two piano solos Miss Shiela Marshall 
rounded out the program. 


Afterwards the students and friends were 
entertained the local branch lunch, with 
Miss Godley charge, assisted Miss 
Gervais, Miss Mooney and Mrs. Owen- 
Jones. The C.S.R.T. colors were displayed 
the blue and gold flowers and candles the 
table decorations. 


—(MRS.) R.T., 
Focal Spot Representative. 


SASKATOON GRADUATION, MAY 1961 


Back Row (left right): Radiologists Dr. Becker, Dr. Smart and Dr. Bray. 


Second Row: 


Alice Merble, Kay Rutherford, Janice Bradley, Esther Lessmeister. 


Front Row: Phyllis Wasylyshyn, Pearl Owens and Lois Isaac. 


REGINA BRANCH 


The tea held February was the usual 
success thanks the efforts the 1961 graduat- 
ing students who convened it. There were 
number exhibits set the three major 
departments the city which dealt with medical 
radiography and some the other uses 
x-radiation. These always prove keen 
interest the public and serve enhance the 
event quite well. The proceeds the tea were 
usd help cover the cost the graduation 
May. 


1960 our Branch was privileged hear Dr. 
Rodko, Radiologist from the General Hospital, 
speak Heart Catheterization. March, 
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supplementing that paper, Mr. Glenn Lowe, 
R.T., and Mr. Jim Stevens, E.C.G. technician, 
both the General Hospital, collaborated 
give interesting account the technician’s 
duties during such procedures. With the aid 
some the equipment used, they ably described 
how pressures are measured and blood samples 
taken different points, and how the signifi- 
cance these readings leads diagnoses. The 
value the cineradiography during the angio- 
cardiographic study was also mentioned. 


Many people saw the film genetics which 
was televised the “Telephone Hour” over the 
C.B.C. network some months ago. many 
our members had missed this excellent educa- 
tional show, was obtained for our April 
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meeting the Grey Nuns’ Hospital. The part 
which impressed this audience the greatest 
degree was, very naturally, the effects radia- 
tion the cells. The microscopic studies 
certainly graphically illustrated the hazard 
which must constantly aware. 


Mr. Gord Hughes the Canadian Kodak 
Corporation was the guest speaker the May 
meeting. The content his talk was levelled 
the improvement the results amateur 
photography. This subject, which close 
our own work was enjoyed and appreciated 
everyone, whether camera enthusiasts not. 


REGINA GRADUATION, MAY 27th, 1961 


Back Row, left right—Harvey Blondeau, Roberta Busby, Joe Bear, Lausa Englund, Jean Meyer and Laurence 


Front Row, left right—Joanne Usherwood, Marcella Belak, Carol Searcy, Eileen Foster, Wilma Shedeck and 


Marilyn Loppe. 


GRADUATION EXERCISES, REGINA 
BRANCH 


The fourth annual commencement exercises 
were held May 27th. About one hundred 
and ten parents and friends turned out see 
the twelve students through ceremony 
which was both pleasant and sobering simul- 
taneously. 


Ken Newell, R.T., the Department 
Public Health, proved excellent master 
ceremonies capable handling the hour-long 
session with ease. Dr. Perry, Director 
Radiology the Grey Nuns’ Hospital, 
addressed the graduating class. urged them 
ask the question “Why?” all their studies 
and practice, order gain greater under- 
standing their work and substantially increase 
their value all with whom they associate. 
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Vienna Studio 


patient persistence Dr. Cole his untiring 
efforts formulate drug which would make 
visualization the gall 
Knowledge this research, which such tre- 
mendous value diagnostic radiology to-day, 
produces greater appreciation cholecystog- 
raphy the part the technician. 


The valedictorian, Mercella Belak, expressed, 
behalf the class, the students’ appreciation 
and concept the contributions made towards 
their training and the virtues necessary 
technician. She left doubt that each fully 
aware the obligations 
placed the hands the technicians; and indi- 
cated mature ability carry these burdens 
willingly. 


Two baritone solos, the presentation cer- 
tificates Dr. Kent, and the Techni- 
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NEWS ITEMS FROM THE PROVINCES 


cian’s Pledge, led Mr. Percy Hunt, completed 
the programme. and social hour followed. 


The banquet the evening was highlighted 
Anaesthetist Dr. Bowering. The dance closed 
the event happy note—quite keeping 
with the expressions the faces twelve 
happy people. 


Prince Albert busy planning the Provincial 
Convention which being held way north 
October. 


Meanwhile, Moose Jaw, already forewarned, 
getting forearmed. tea help out the 
1961 Convention cause being held the Fall. 
Their graduation takes place June 4th, with 
two students graduating. They are probably 
smiling over the provincial curling trophy 
which Bill Weir’s rink has won for the second 
consecutive year. 


—ED. BAILEY, R.T., 
Focal Spot Representative. 


MOOSE JAW BRANCH 


The April and May meetings the S.S.X.T., 
Moose Jaw Branch, were held the Union 
Hospital. thirty minute film “Injuries and 
Separations the Shoulder” was shown the 
April meeting, and for the May meeting had 
film entitled “The Transporting the 
Injured.” 


Plans are well under way for fall tea the 
Providence Hospital, the proceeds which are 
the general convention fund. 


Vagn Jensen the Union Hospital cur- 
rently holidays the Salt Lake City area 
the U.S.A. 


Miss Diane Gaucher has left the Union Hos- 
pital take position with clinic Edmon- 
ton the Northgate Bldg. 


Bill Wier the Saskatchewan Government 
Training School, X-Ray Department, has taken 
the position Director for the Health Region 
Swift Current. wish Bill and Dianne the 
best luck with their new positions, 


closing, will say “Happy Vacation 


—NORMAN HANOSHI, R.T., 
Focal Spot Representative. 
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PRINCE ALBERT BRANCH 


Scratching pens, 


scurrying feet, and racking 
happening? right! The members the 
Prince Albert Branch the S.S.X.T. are busy 
beavers preparing for the Provincial Conven- 


tion this fall. 


Mr. Vernon Wright, R.T., was chosen 
General Convention Chairman. Assisting him 
heads various committees are: Sister Marina, 
R.T., Mr. Vernon Wilde, R.T., and Mr. Sidney 
Mitchell, R.T. 


Convention date set for October 14th, 1961. 
will held the auditorium the nurses’ 
residence the Holy Family Hospital. 


Circulars were sent all Saskatchewan mem- 
bers and are hoping for 
response, not only attendance, but also the 
presentation exhibits and essays, 


say: fellow x-ray technicians, 
Come one, come all, 

Prince Albert, 

For the annual Convention this fall. 


—PATRICIA CHYZ, 
Focal Spot Representative. 


SPORTS COMMITTEE CURLING 
REPORT FOR 1961 


Northern Semi-finals were held Rosthern 
Sunday, February 19th, 1961, with rinks 
participating, three from the downtown offices, 
three from the University Hospital, one from 
Prince Albert, one from City Hospital, one com- 
bined rink from City and St. Paul’s Hospital and 
one from the Cancer Clinic with former 
Saskatchewan technician, Harvey Propp, help- 
ing out. double knockout system was used 
order allow each team least two games. 
The winning riks were Allan Bibbey from the 
University Hospital, and John Roberts’ rink 
made players from St. Paul’s and City 
Hospital. delicious supper was served the 
ladies the Rosthern Curling Club. 


Southern Semi-finals were held Regina with 
eight rinks participating, two from Moose Jaw 
and six from Regina. straight knockout sys- 
tem was used. The winning rinks were skipped 
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1961 WINNERS CURLING TROPHY 
Donated the Saskatchewan Radiologists 


Back: Bill Weir, R.T., Moose Jaw; Jim Ashbaugh, 
R.T., Moose Jaw. 


Front: Dianne Gaucher, R.T., Moose Jaw; Jean 
Lockwood. 


Bill Weir from Moose Jaw, and one skipped 
Percy Hunt Regina. 


Curling Finals were held Moose 
Jaw the 12th March the Hilltop Curling 
Rink. Curling took place a.m., a.m. and 
3p.m. The results the finals were follows: 


Weir, Moose Jaw, won two games, 
lost one game, total points 27. 


Roberts, Saskatoon, won two games, lost 
one game, total points 19. 


Allen Bibbey, Saskatoon, won one game, lost 
two games, total points 21. 


Hunt, Regina, won one game, lost two 
games, total points 17. 


Bill Weir won the trophy the merit 
points. The rink consisted of: Dianne Gaucher, 
lead; Jean Lockwood, second; Jim Ashbaugh, 
third; Bill Weir, skip. 
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This has been excellent year for our curling 
bonspiel and sincerely hope that the techni- 
cians Saskatchewan enjoyed themselves and 
that next year will just good. 

All our thanks out Moose Jaw for put- 
ting the finals and showing good time. 
—DENNIS BUSHEY, R.T., 

Council Member Sports Rep. 


NOVA SCOTIA DIVISION, C.S.R.T. 


PLACEMENT BUREAU 
Robert Peters, R.T. 
P.O. Box 1057 
Duke Street 


Halifax, N.S. 
Employers and Technicians are invited 
use this service. 


The March meeting the Halifax Branch 
the was held Thursday, March 2nd, 
the Halifax Infirmary. Miss Maitland in- 
formed the meeting that only one reply out 
three inquiries sent out was received from other 


Provinces regarding the advisability seeking 
legislation for x-ray technicians; therefore was 
felt that further action this matter should 
deferred until more information was forth- 
coming. 


was moved, seconded, and passed, that the 
Branch delegate the Annual Meeting the 
C.S.R.T. instructed that and when the 
question non-registered technicians receiving 
associate membership the C.S.R.T. comes 
she vote change the con- 
stitution. 


report activities from the Committee 
Qualifications was read the meeting Mr. 


Noel, pointing out the errors made the use 
log books. 
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was moved, seconded, and passed, that 
larger number papers submitted 
students and registered technicians, read 
our regular monthly meetings. 


The use the Poloroid-Land camera the 
x-ray department for the purpose obtaining 
slides for pathological files rapid and com- 
plete manner was demonstrated the meeting 
Mr. Vickery Reid Sweet. 


Enjoyable refreshments were served the 
hospital the close the meeting. 


The April meeting was held Wednesday, 
April 5th, the Victoria General Hospital. 


excellent paper Angiography along 
with demonstration films was presented jointly 
two senior students, Miss Lynn Pascoe and 
Mr. Ronald Bentley, the Victoria General 
X-Ray Training School. 


The new yellow brochures for prospective 
trainees were shown the meeting. news 
bulletin from the Ontario Society was shown 
and discussed. Considerable interest was shown 
due the number technicians this Prov- 
ince who are not close enough either Cape 
Breton Halifax attend monthly meetings. 


delegate the C.S.R.T. annual meeting 
was selected subject approval the Cape 
Breton Branch. The attendance set record 
for recent meetings, numbering approximately 
students and R.T.’s. model x-ray table 
built junior student the Victoria General 
Hospital, Mr. Joseph Dunn, was display. 
Refreshments courtesy the hospital, con- 
cluded the meeting. 


The May meeting was held Camp Hill 
Hospital May 3rd. slate nominations was 
recorded for voting the N.S. Annual Meeting 
Sydney, May 25th and 26th. Resolutions 
coming before the Montreal meeting were 
discussed. The Secretary made plea all 
members notify the Secretary and/or the 
Treasurer (a) changes address, (b) change 
name (when married). 


The Cape Breton Branch, who will hosts 
for the annual meeting, have fine programme 
prepared for the two-day meeting. 


CAPE BRETON BRANCH 
meeting the executive and committee 
heads was held St. Rita Hospital April 3rd, 
1961, 8.00 p.m., discuss plans for the com- 
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ing two-day provincial convention held 
Sydney May 25th and 26th. Committee heads 
were busy all during the winter months plan- 
ning for the best convention yet. Miss Mar- 
guerite Leonais, Secretary-Treasurer, contacted 
different parties for information pertaining 
special speakers during the banquet and for the 
programme. Plans are expected finalized 
within the very near future and programmes 
distributed. please plan attend this worth- 
while meeting, and leave all your troubles the 
x-ray department. 


—SISTER MARY ROBERTA, R.T., 
Focal Spot Representative. 


TWENTY-FIRST ANNUAL 
CONVENTION 


The twenty-first Annual Convention was held 
St. Rita Hospital, Sydney, N.S., May 24th, 
25th and 26th, 1961. The Cape Breton Branch 
was host. 


The programme briefly was follows: 
executive meeting was held the night May 
24th preceding the official opening ceremonies. 
Thursday, May 25th, Chairman, Mr. Robert 
Peters, R.T.: Official greetings (a) Mayor 
Russell Urquhart the City Sydney, (b) 
Corbett behalf the Nova Scotia 
Association Radiologists and the Cape Breton 
Medical Society. The first business meeting 
(fifth Annual Meeting the N.S.S.R.T. since 
incorporation) was followed technical ppers 
Historical Development X-Ray 
Tubes” Miss Mary Bates, senior student, St. 
Rita Hospital, Sydney; “Defination Radiog- 
raphy” Mr. Arbo Mattila, senior student, 
Canadian Armed Forces Hospital, H.M.C.S. 
Stadacona, Halifax; “Neuroradiology” Dr. 
Antonio Govoni, Associate Radiologist, St. Rita 
Hospital and Sydney City Hospital, Sydney; 
“Outlook Image Intensification” Miss 
Dorothy Comeau, R.T., Miss Miriam Hawes, 
all Halifax Infirmary. 

most enjoyable reception, courtesy the 
Nova Scotia Association Radiologists, was 
followed the Annual Banquet the Isle 
Royal Hotel. 


were honoured have Miss Katherine 
Creelman, R.T., President the Canadian 
Society Radiological Technicians, the 
featured guest speaker. Miss Creelman be- 
half the New Brunswick Society extended 
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R.T., and Miss Shirley Horton, senior student, 
invitation for joint meeting the Nova Scotia- 
New Brunswick Societies held Saint 
John 1962. Varied entertainment was pro- 
vided the well known local M.C. radio and 
T.V., Foster, featuring the comedy team, 
“Hughie and Alan.” 


The programme was continued Friday, May 
26th, with Miss Juliana O’Connor, R.T., Chair- 
man Technical Papers: Discussion Auto- 
matic Film Processing and Its Effect 
X-Ray Department” Mr. Joseph Dunn, 
junior student, Victoria General Hospital, Hali- 
fax. “The Role the X-Ray Technician 
Emergency Traumatic Cases” Dr. Francis 
Kelly, Surgeon. “Sialography and Dacrocystog- 
raphy” Miss Dorothy Comeau, R.T., Miss 
Miriam Hawes, R.T., and Miss Shirley Horton, 


NEWS ITEMS FROM THE PROVINCES 


Secretary and Registrar: Lieut. Leslie 
Bowman, R.T. 


Treasurer: Sister Rita Clare, R.T. 

The registration was forty-two R.T.’s and 
students, plus two radiologists, plus one manu- 
facturer’s representative. The convenfion was 
acknowledged success. The quality 
the papers and their presentation were excellent 
and would have been difficult indeed judge 
“best paper.” The planning the convention 
well the manner which was conducted 
received praise. The convention was most 
pleased welcome and honour Mr. Albert 
Perry, who was last year made Life 
Member the C.S.R.T. and one our founders. 


The N.S.S.R.T. whole extend their thanks 
senior student, all the Halifax Infirmary. all who contributed many ways the 

St. Rita Hospital. wish mention Miss Marguerite Lionais, Miss 
Juliana O’Connor, Sister Florence Annette, 
Again our Society was honoured have Roberta, Doctor Corbett, Mr. Murdock 
guest speaker, Doctor Simms, Executive and Mr. Leslie Bowman. 
Director, Nova Scotia Hospital Insurance Com- 
mission. final meeting the Halifax Branch for the 
1960-61 season was held the Canadian Armed 
tia Technical sessions were resumed with film, Forces Hospital, H.M.C.S. Stadacona, Halifax, 
“Cinephotography,” courtesy X-Ray and June 7th, 8.00 p.m. hear reports the 
Radium, Ltd., with commentary Dr. Antonio the Annual Meeting and deal with 
Technical paper, “Infant Fluoroscopy,” other business before the summer recess. 
Mrs. Ruth Harris, R.T., Children’s Hospital, This was purely business meeting. The 
Halifax. This concluded the technical papers. was till early September. Refresh- 
The second and final business session was held. ™ents were served the hospital and enjoyed 
The officers elected for 1961-62 are follows: all. 

President: Mr. Robert Peters, R.T. —ROBERT PETERS, 
Dr. Vice-President: Miss Nancy Chisholm, R.T. Focal Spot Representative. 

Rita 

ney; 

Miss EMS 

with x-ray film storage? May suggest that those films over ten years could 
Isle turned into ready cash. buy all kinds and brands films. arrange 

for shipping and labeling. Films out the envelopes; pay top prices. 
For further information write and let know the quantity. 

adian 4.2090 Western Used Film Co. mer. 

755 West 27th Ave., Vancouver, B.C. 

The oldest scrap film processors Western the Pacific North West. 
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COMPACT X-RAY REPRODUCTION 
UNIT FEATURES NEW DRY PROCESS 


new device for the rapid reproduction 
x-rays being offered Toronto firm which 
will provide new means for pictorial communi- 
cation reports and informal exchange 
information. Utilizing heat dry process, 
the compact machine turns out reproduction 
about one minute. The result high 
quality permanent image which not affected 
humidity heat storage. Known 
RACAN-COPYMATE, the unit desk-top 
size and has been specially designed turn out 
high quality paper transparency reproduc- 
tions x-ray film. The RACAN-COPYMATE 
will handle sheets 19” width and any 
desired length. 


Paper reproductions have the appearance 
ar. Original radiograph seen the illuminator, 
while transparencies may viewed directly 
projected for group viewing. Both the paper 
and film used are manufactured specifically for 
x-ray reproductions the Kalvar Corp. New 
Orleans. Contrast controlled exposure 
variation enhance important details and reduc- 
tion contrast for non-essential information. 


The machine completely self-contained. 
requires chemicals liquids and operation 
automatic push-button. special train- 
ing facilities are needed for operation. Intro- 
duced Canada Racan Photo-Copy Corp. 
Ltd., 268 Merton Street, Toronto Ont., the 
RACAN COPYMATE supplies accurate x-ray 
copies for extra consultations, teaching material, 
insurance claims information, documentation 
and wide variety medical, industrial and 


business uses, while preserving the original fiim 
from loss damage. Further information and 
photographs available upon request. 


TECHNICIANS WANTED 


OTTAWA CIVIC HOSPITAL 
OTTAWA, ONTARIO 


Applications are invited from experienced, 
qualified technicians, either male female, 
fill vacancies the technical staff the above 
named hospital. This hospital has 1,100-bed 
capacity and maintains school for training 
x-ray technicians. The salary range between 
$310.00-$375.00 per Please address 
inquiries to: Mr. Hall, R.T., Technical 
Supervisor, Department Radiology, Ottawa 
Civic Hospital. 


Chief Technician needed who well ex- 
perienced and can teach. School approved 
and has college affiliation for students 
yearly. 225 general hospital. Excellent salary 
for right person. Petkevich, M.D., Radi- 
ologist, Columbus Hospital, Great Falls, Mon- 
tana, U.S.A. 


Montreal Neurological Institute, Montreal, 
P.Q., X-Ray Technician required. Salary $250 
per month plus $2.50 per case night duty. 
Four weeks leave per annum, pension and in- 
surance schemes. Lab coats supplied. Lunches 
low cost. Applications with details ex- 
perience and names two references Miss 
Broadley, M.S.R., R.T., Chief Technician, 
the above address. 


Rings and Lapel Pins 


GENT’S STYLE RINGS 


karat heavy yel- 
low gold $26.00 


JEWELLERS 


“The Perfect Diamond House” 
Winnipeg, Manitoba 


286 Portage Avenue 


SOLID SHANK 
STYLE RING 


karat yellow gold $18.00 


MADE BY 
Johnson-Hutchinson Ltd. 


LAPEL PINS AND 
BUTTONS 


Lady’s style pin with 
safety clasp ...... $2.75 


Lady’s large pin with 
safety clasp ...... 


wishing purchase either C.S.R.T. Lapelcan also obtained members who have passed their 
Pins Rings should first apply the Registrar, Mrs.R.T. examinations before reaching the age 21. This 
Hood, R.N., R.T., 2175 West 16th Ave., Vancouvercertificate, together with money order covering cost 
B.C., for purchase authorization certificate. Thesepurchase, should sent direct the jewellers. 
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The Focal Spot, 1961, 


style lapel but- 
COM 


radiation exposure 


same radiographic job nothing else change 


“changing” frequency 

one charge lasts three months 

(with level-keeping replenishment, course) 
fogging and streaking 


PIX yields crystal-clear radiographs uniformly 


processing costs 


costs less-per-film process with 
and got the figures prove 


handier use, too, this new plastic bottle packaging... 


Great new idea solution packaging. 
Comes plastic bottle 
(lightweight, flexible, reusable) 
snug sturdy paperboard carton 


fixer hardener located below 
separate plastic container 
with flexible spout. Simply tear out 
paper window, unfold spout, and pour. 


for better films with less radiation use 
Your local Picker man will glad start you 


PIX processing whenever you say: today none too 
soon begin enjoying its benefit. 


Picker X-Ray Engineering Ltd., 100 Dresden Ave. Montreal 16, 
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Need 


{ 


Yes, you can buy time, buy every package Kodak Blue Brand Royal Blue—films that 
better, more informative radiographs fewer time-wasting And the biggest 
all the Kodak X-Omat processing system each sheet Blue Brand Royal Blue Film 


perfection, dry and ready read, just minutes from the instant enters the 


CANADIAN KODAK CO., LIMITED Toronto 15, 


Kodak X-Omat 
Processor, 
Fully automatic 

occupies less 
square footage 
than 
hospital bed. 


i 
4 
Kodak 


